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Preface. 


The compilation of this Tolume was arranged by Mr. H. W. Orange, 
O.I.E., formerly Director General of Education in India. The descriptions 
of buildings, the illustrations and the plans are the work of yarious 
Educational authorities throughout India, while Mr. J. Begg, E.B..I.B.A., 
has kindly furnished an introductory note, which will, it is hoped, he 
of use and interest to all concerned with Educational buildings. 




Introductory Note. 

T he colleges and schools of India consiiiuic a vast series of buildings of ^videly differing 
degrees of imi)orla»ce, from the humble tiled and whitewashed prhuaiy school, such as 
that at Itarsi iu the Ccuiral Eroviucps, or the ** 500 rupee school ” of bamboo and mats at 
IVhibyii iu Biuuia, to the giuiulioso “Muir College'' at Allahabad, or the magnificent 
“ Elphiiistonc Higli Scliool ” in Bombay; from llie juoiiaslic schools of Bunna, with their 
pagoda-like exuberance of piled up roofs, to ilic Xco-Saraceuic seuate-Iiouses of Lahore and 
Madras, and the !Xeo-Goibic TJniversity buildings oi Bombay, with their famous clock-tower, 
one of the first objects to arrest the attcnliou of tlie visitor approaching the sliores of India 
from the West. 

VCq find tliem equipped with cveiy style and degree of fitting and furniture, from the 
liomely squatting floor mat to the latest bench and desk ol Euiupean design. 

Oji tlie ereetiou and maintenance of these l)iul dings, considerable sums of money have 
been spent, not only by Government, but also by private philanthropists. For their design 
tlie services of oflicers of the J^il)lic AVorks Department have for the most part been called 
into requisition. AVc find, however, tlie Jjan diwork of others than engineers as well, as when, 
tor example, the master of one of the scliools of art ajipears in flic character of designer in 
certain instances, wiiile in ollicrs it is apiwrent that the painsialdiig native “draftsman” 
has supplied such architectural knowledge as was considered requisite. For the Bombay 
Unh’crsitv group of buildings designs were sent out by that pioneer of the English Gothic 
revival, Sir Gilhei-t Scott, tlie.se being nftcrward.s atlnpied, doubt 1ps.s, to suit local conditions 
of material, labour and climate. 

The]*e are manj' to whom a collection of draAvings and descriptions of some selected 
examples of this series of buildings Avill lie of interest and use. It is, I tbiuk, primarily by 
tlie jiromotei's oi jirojeds for new scliool and college buildings, witliout distinction of the 
jji’ofessioii or branch of the jnihlic service to which they may belong, AA’heiher they are edu- 
cationalists, engineers, architects, civilians, or simple citi;!ens, tliat it will he [‘ouml most 
lielpfiil. By shewing at n glance Avlint has been done before it will enable them to find 
examples of buildings round Avhicli their own ideas and requirements may he readily con- 
creted. 

But to these it may not be out of place to offer a word of caution, after the manner ol 
the manuals of popular medicine, whicli are Avonl to conclude accounts of the treatment for 
certain ailments with the advice, — “ Consult the Physician,’* The adAUce is pertinent to all 
those whose trouble is the eonlemplaied promotion of any building scheme. The host of 
books will carry you to a cerlain point only. Bej’ond that point you must not neglect to 
avail yourself of the most competent professional adAuce you can obtain. This book is not 
intended to enable you to sit doAvn and design a school, and to those about to do so (there are 
certain to ])o those avIio Avill try), 1 Avould adapt the adAuce of a celebrated authority in another 
sphere of Jmman interest and say — “Don’t”! Consult the architect at the very beginning 
liefore your ideas have hardened; consult him, I am tempted to say, hefore you liave opened 
this book I 

To the professional architect and designer of buildings this A\'ork should be of use also. 
Every new building should be the “last Avord ” in work of its class. It ought to be able to 
shew some advance on anything of its kind that has been done before. Ho one can be sure 
lie has made such an advance till he lias seen as nearly ns possible all that has been done, or 
Jias examined just such a comprehensive record as is here presented. 

I have been asked to comment upon the work from the point of view of the architect. 
And Jierc 1 am arrested at once by realizing tint tliese buildings, though certainly the work 
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of professional men, and in the majority of cases of men who are no mean exponents of no 
mean profession, are yet not the work of exponents of my own profession. Severe technical 
criticism might therefore seem to cavour of injnsticc and pointlessness. If adverse it might 
snend itself on calling attention to the absence of qualities which the bnildings were nevei 
intended nor expected to possess. If favourable, it might praise them for qualities equally 
alien to the intention or sympathy of their designers. Such is the nnavoidable, unenviable 
position ol the somewhat recently imported official architect in India who must continually 
risk a hostile reception to his ideas, in so fai as these are. like himcelf, new and different 
from the ideas that have prevailed hitherto. 

Further, school and college design is ? specialism within a specialism. This circum- 
stance finally debars me from approaching the subject fiom a too severely technical point of 
view, for as I lay no claim to the inner degree of specialism, it confines me to considerations 
which, for the architect, are still more or less general. 

Let me now touch on a few of the points as to which, I believe, improvements in Indian 
school and college planning generally might take place, "What first strikes an architect on 


looking at the plans illustrated is the comparative absence of any indication of the seating 
accommodation in the class-rooms. This as not meiely a defect of the plans as here presented, 
but is characteristic of the prevailing method of design in the conntrj'. The numbers for 
winch the accommodation is intended are no doubt usually detennined from the first. From 
these it is customary to arrive at the appropiiate fioor-areas by the simple process of multi- 
plying a certain prescribed unit of surface by the number of scholars, 13 ut nothing could he 
more misleading than this perfunctory method. Two of precisely similar area, hut of 

different proportions of length to breadth, may piove to ol concidcvably different capacities 
when it comes to the question of arranging the scholais in them in classes. The only way to 
be sure of what we are doing, when fixing the dimensions of a class-room, is to plot all the 
furniture of the room to scale on tlie plan. In fact to determine tlie exact dimensions and 
disposition of the furniture is the first task of the school designer before the design of the 
hiu ding Itself is even begun. Exact information should he obtained from the educational 
authorities concerned as to ho^ the varions classes are to he seated-irhether on long benches, 
with or without desks or on simple mats on the floor; whether thev are to he placed aceording 
to the simple or dual desk system; whether in a flat-floored room or on graded tiers as in 
lecture-rooms. These are not matters which should on any account be left to he settled 

cSemS:; "Jlnl the’ all-important cllderations of 

to te iorins See M 

oE Ss yet tst tooSorf oVtnn “ I ^ ^ number 

he found impossible to get in thTfiTu numha “oT 

ft. dunam, m ■; “ 'J’ *" 

need linrdly point out that the liffhtincr the exact disposition of the class. I 

that access doors should give into the fre. " “fs-rooms should he from the left side,* and 
and not directly on to the rows of hmipl *^'**^t where the teacher sits, 

these pages without coidng “ILs insSce 

- ■ instance afte r instance of right-hand lighting and wing 

..Tiart«w of ihnt tVnS and n light comSig the W 

EnpliiTu Tnto the rase of a always pTefor a pen-liand would throw the 

epaee, yet no dranghtsman wotild ^his is nsnally Hchted from whether he \Troto Persian or 

when he wonld choose a right “ left-hand light if he werp^ff” economy of floor 

to-rie^t. iieht-hand light. Yet the draughtsman drws his «®ept he were iJf t-handed 

in araws his l,nes in all directions right-to-leffc aa well ns left* 
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xicccss. One finds nlso, in districts where fireplaces are necessary, that these are frequently 
placed so as to ensure the roasting oi certain of llie scliolars or else of the teacher. 

It may he useful if 1 here give a few notes of the dimensions which I have found by 
ospericncc to he suitable for the spacing of desks and benches, premising that the proper 
sitting-space for each student is a niatlcr liable to vary with climatic conditions, age of 
students, subjects taught, etc., and that it is impossible for this to he fixed without close 
consultation with the toncliing authorities. In the case of long desks a space of 18^ per 
scholar, with gangways of 18'' along tlic walls, may be regarded as a minimum. Sufficient 
space must he allowed for tlie teacher to pass behind each row of scholars, and therefore a 
distance of 3' to 3' G'' from centre to centre of rows will ho necessaij. In the case of dual 
desks these arc usually 3' 4" long (z.c., a space of 20'' for each scholar), with gangways 16" 
wide between desks, and rather more along the walls. Space in this case need not be allowed 
for the teaclier to pass along heliind each desk (except behind those in the hnclv row), os he 
<‘an reach each scJioJnr by the side and intermediate gangways. The front-to-hack measure- 
ment may ihereforo be 2' to 2' 4". 

Generally, including the free space, gangany.-j, etc., tlie total floor space of olnss-rooms, 
according to the above systems of seating, will be found to wori: out at between 12 and 1C 
square feet ]>er seholnr, Ihough tlie rules in certain of the Indian ProvincpR permit as low a 
minimum as G sq^inre feel ])er seliolnv. 

It would he w’oll if more nttnition were paid to llie design of the graded banks for seats 
ill lecture-rooms and lialls. It is customaiy to leave eonsideraiion of these also till the design 
of the building — and even tlie building ilself—if; complete. As a result, one finds that a 
hapliazard arrangement is frequently resorted to. There is either iindue interference wdth the 
doors and windows of the room, or awkward and oven dangerous flights of stops are found, or 
else the rise of the grades is not sutliciently liigU, especially toAvnrds the back. 

In the ideally designed lecture-hall hank the front row will he placed at sucli a height 
above the floor, and in sucli n po.sition that a line from the eye of a scholar sealed at the 
remote end of the row will strike the renirc point of the lecfnrc-tahlo lop at an angle of not 
less than 12® : tlie height of the next, or any, row may he found by drawing n line from the 
eentre point of the table io]) at surh an angle n.s to pass over the head of a sitter in the row 
immediate]}' in front. This ■will give the eye and ear level of the row' under consideration, 
the floor level being adjusted accordingly. Tims it will ho found that the floor level under 
each row', Ilia! is each step in the hank, wdll rise above the stop immediately in front at a 
ratio which steadily increases tow’ards the hack of the room, and that the general line of the 
bank on a vertical section will assume the form of a curve, w’hieh has been called the 
'‘isacouslic ouito.’^ In piuctice it will he found that an increase in the height of the 
risers of the rows of l-I" or so as the rows recede from the lecture table will give a good 
result and w'ill enable the occupants o'f each row* to hear and see equally — except for their 
varying distances from the lecturer. 

Of course it is not always necessary that all the students should look down on the tabic 
top. III Jin arts class, for instance, it is sufliciont if all can have an iinintermpted view of 
thj lecturer *s face. Though the former arrangement is the best — oven from the point of 
view of licaring alone — it is frequently desirable io restrict the rise of the bank. Therefore 
where a view' of the table top is not a sine gvd non, the front row' of scats may ho placed on 
the floor of the room itself, and the ro.spoctivD levels of the other row's found by a method 
similar io iliat just clcscrihed, using, instead of tlie centre point of the table top, a point n 
few inches below the face of a standing lecturer ns tho point from which to draw' the rays that 
give the eye and ear levels of the rows. In this case the hank w'ill he a very much lower one, 
and the^ isncoustic cuiw^o ** wu*]l he flatter by reason of the ratio of increase in the heights 
ot the risers** of the recoding steps lioiiig less. Or again tho rise of the hank may ho still 
Turthcr curtailed by raising tlic lecturer on a platform. 
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It is not uiy iuteutioii to purMiu this line of critiuisiu into nil tiic vnrious details of scliool 
plauuiug aud coustiuction. The above remarks arc oUoxed rather to suggest that a similar 
method of thoiougli attoutiou to detail, having regard to the uses lor u liich the various parts 
of the building arc intended, iniglit well be expected to lead to tangible improvements on 
'v\hat has hitherto been the piacticc. Is it a labointoiy 'whicli ^Ye have to Lonsider? Then 
our fiist step should he to arrive at the exact design and dimensions of tlic iittiugs, hcuclios, 
turning cup-boards, etc., and to plot them to scale on tlje plan (tentatively at fii^t) in order 
to ascei'taiu that the room yields the accommodation uhich ue desiic — neither more nor less — 
,md that all the btudeiils liavo adequate light. Is it a library \Ve must do the «:amo hero 
also, or we shall not be able to study tbc eftect of the loom uheii occupied, nor to calculate 
the number of volumes it is capable of containing. The same piiiiciplc applies to museums, 
lavatoiies, 4*loak-rooins and e\eJi stojo looms, just as jt does to looms for general and special 
teaching. Convenience and suitability to the purpose intended go hand in hand in this 
matter with the all-import a lit considciatioii of economy, for it is a tniisui that expenditure 
ot thought and labour on the design at the initial stages of the project will save ten to a 
hundredfold of expenditure in money for the constnictiou. It is, I repeat, not luoroly the 
comparative absence of detail on most of the plans liere illustrated tliat has suggested this 
point and has induced me, so tediously, perhaps, to elaborate it. Doubtless these plaus have 
in certain instances been simplified for the purposes of clear reproduction. But I know from 
experience of Indian planning, and fiom handling the woikiug drauing.s of hundreds of pro- 
jects, that such details are not tiistoiuarily given sufficient study at the proper stage of the 
work. Tliere is too mucli of a ten den c}' to consider that a room is just a room, whatever its 
purpose. There is, further, too much of a tendency to regard a building as a mere congeries^ 
of rooms, and not as an articulate whole — an organism. This, doubtless, gives to Indian 
buildings a certain quality of adaptability — up to a point. It may sometimes be expedient 
to erect a building that will serve for a bungalow, an office or a scliool. But it cannot be 
pretended that a good bungalow will make a good S( bool or office, or that a good school will 
adapt itself, without indical alteration, into a good office or bungalow. At best we might 
say that our adaptable building will seiwe as bungalow, office or school pretty equallv in- 
differently, that it will, in short, make an equally bad shot at any of the three ! 

It is largely to tins that Indian plans owe that want of interest which, as they appear to 
the architect, they so frequently shew. They have too often the obliging yet slovenly look of 
the jobbing jack-of-all-trades who is equally ready to paper the drawing room, build the 
garden wall, or make a tor cait for the children ! There are few of the plans in this book 
which, as the architect would say, " read well." There are few with that decided and pur- 
poseful look which should at a glance declare the metier of evei^* well-designed plan, and 
v'hen present ma}’ be generally taken as a sure index of the high grade of convenience 
attained. In a lesser degree the same is noticeable of the outward appearance of many of 
the buildings themselves. Not in every case could the beholder he sure he were riewiiig a 
school or a structure for some other purpose. It is, of course, not always possible to make a 
work of architecture declare its rndtier, nor need the absence of such n declaration always be* 
regarded as an indication of nnsuitability. But as in the plan so in the outward appearance. 
An appropriate and purposeful look may be taken as in some measure a test of the existence 
of solid qualities of suitability and convenience. The appearance can hardly be produced in 
the absence of the reality. 

1 think that our more ambitious school buildings are usually of somewhat too ornate and 
^•andiose a character in design. A hospital has been described by a well-known expert as a 
“ health-factory." Similarly a school should be regarded as n factory— a machine, I might 
say— for production of certain definite results. It is hard to see how the multiplicity of 
domes, minarets, cusped and fretted arcades and other expensive features with which the 
bristling exteriors of many of onr scholastic buildings are covered, can conduce to further the- 



INTRODUCTORY NOTE. 


V 


great cause of erlucaliou. A lessor degree of oruaiueutation u'ould surely satisfy the inau 
in Ihe street,” and a lesser regard for the mau iu the street would satisfy both educationalist 
and ai*chitect. Enter one of these elaborate schools. You will too often find the interior 
bald and unattractive to a degree. Their beauty is apt to be skin-deep only. I would hare 
more attention paid to Die ])roduction of good-looking interiors, and less to that of imposing 
exteriors. I would jiarticularly have the class-rooms more attractive and better proportioned, 
and would not exclude from them a certain elinstcncd amount of suitable decoration, even at 
the expense of the exterior. The cost would be less, but the educative effect greater. 

If this is true of a school it is not less so of a college. Here the studeuts are on the 
threshold of adult life with all its stern and responsible realities. A note of refinement, 
dignity, seriousness, should be si ruck. Contrast ilie impression which many of the colleges 
in this book make on the mind wiili Diai of studious sobriety conveyed bj' the tj'pical colleges 
of Oxford and Cambridge, and ask yourself whotlier the former suggest by comparison cou- 
cculraied study and the poring over books. 

This brings me to speak of style ” in Indian educational buildings. I have no inten- 
tion to advocate tlie trnnsplantaiion to India of the stylos of the Oxford and Cambridge 
colleges, in the usually accepted sense of the term, Hut their style in the larger sense, that 
oC their proportion, thoir restraint, their fitness, their prinripJat might well be copied. 
'\\'’orking on the principles which underlie English collegiate work there are details, features 
and ornninenfs 3*eady to our liand in much of ihe jiuligenous work of this country. Many of 
tlic phases of Iiido-Saracenic, for example, arc ” Gothic ” in principle though oriental in 
detail. On the other hand much of the Gothic work to he seen in India, ou scholastic 
buildings as well as ou others, Ihongli frequently book-correct in detail, is usually as un- 
Gothic in jirinciplc ns it could well lie. The choice of style (iii ilie accepted sense) is a matter 
about which no bard-nncl-fast rules can be laid down. It can lie said only that it should be 
n spontaneous choice, the outcome of ihe joint individuality of Die project and of the designer. 
AVlicre it is arbitrary on tlic jiart of Die latter, or where it is arbitrarily indnecd. the result 
is likely to bo an artistic failure, 

I need offer no apolog 3 " keeping my remarks and criticisms to severely general lines. 
More would be lost than gained were I to single out instances from ihe present collection for 
pariicnlar comment, eitlior appreciative or fault-finding. I would content myself, in conclu- 
sion. ■with commending this record to the attention of all who liave an ini crest in Indian 
sclioois and colleges in the full confidence that it will deepen Dial 111(01*681, and that it will be 
of much assistance, if properly used, in the preparation of projects for further buildings of 
u like nature. 


J. EEGG, E.BJJ3.A. 
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The rresirtoiicy (Jelleg:e, JIartras. 

The PiesMency College prondes instruction up to the standards of 6 L 0 Pirst Examination in 
Arts and B.A. and o^l.A. degree examinations of the Madras University in English Language 
ud Litei-alure, certain Indian classical and vernacular languages, chemistry, biology (including 
botany and zoology), geology, mathomalics, i^hysics, history and mental and moral science, and 
possesses a slail of nine profcssoi-s, ten assistant professoi-s, six masters of classical and vernacular 
languages, a gymnastic instructor and three demonstmtors. There are ordinarily from 400 to 500 
students on its rolls. 

The college buildings occupy a very open position on the Marina. The main building was 
opened in 1S70, It consisted of an entrance hall with staircase and I’anges of class rooms on two 
floors and a libiury and college hall (neither of which is now used as originally intended), each 
extending almost to tlie height of tlic two floors. Science laboratories and lecture rooms were 
added after the appointment of a professor of science in 187 1 and the accommodation for chemistry 
was subsequently extended and occupies the whole of the existing south wing. In 188G in order to 
provide accommodatiou for tlie newly-apjiointcd professor of biolog}', a floor was put into the library, 
and in ISOG, in order to provide :iu additional large lecture room for Euglish, the college hall was 
similarly treated. In 1S1)7 the northern wing containing accommodation for the professor of 
physics ami additional rooms for the professor of biology, was completed. In 190S a further addi- 
tion in tlic centre of the facade consisting of large rooms upstairs and down and carriage porches, 
each with a small room over it, was completed. This has made necessary a rearrangement of the 
principal staircase which is now in piogj*ess. 

Tho building, as now completed, therefore consists of the main building which faces the sea 
with a central block thrown out to the cast and two wings extending towards the west. It will 
he seen from the liistoiy of the building given above that this form was not the result of a precon- 
ceived plan and 11 cither it, nor the aspect of tho college, due cast, appears particularly adapted to 
the climatic conditions of Madras. But llio necessity of aligning tho building with the beach road 
and fhe position of the laud available for exiensions made tho aspect and plan practically inevitable, 
and the college is certainly among tlic coolest and airiest of tho public buildings of Madras. 

The building is of brick, the lower courses being faced with stone. Tho pillai-s aud pilasteis 
and the window avclies arc also of stone. 

Tlie original main building has n facade of 3 j 0 ft. It consists of a main hall with staircase, 
sixteen cla'ss rooms of Cqnal size 20 ft. hy 33 ft. arranged on the two floors on each side of central 
corridors 10 ft. wide. ]ilacli room is lighted by three windows and has throe doors opening on to 
the comdor and is furnished willi I’ising iicrs of benches aud narrow desks. The corridors have 
clerestory' lights. Tlicie is a banaller staiiciiso at each end of the corridors, and four small rooms 
occupying the spice at tlic Iiack of the building corresponding to that taken by these staircases in 
the front. Behind tho onti*auce hall upst!ni*s and down arc common rcoms for the professors and 
assistant jirofeesors, aud one or two of the class rooms have been partitioned off to provide office 
accommodation and rooms for professors. The main building (excluding the hall and library) and 
the new front block liavo 11 ft. veiundahs. Tlie wings have G ft. vemndahs towards the south only. 
The class rooms in the main building are 30 ft. by 20 ft., the old library GO ft. by 45 ft., the old 
college hall 00 It. by .54 ft. TJio old libmry is now tom|X)rarily occupied by the zoology class. 
Tlie old hall is now the library and the room over it is to be tho college hall aud will also bo used 
for lecturing. The rooms in the wings are 30 ft. in depth ajid vary in length from 55 ft. to IS ft 
The total area devoted to cacii soientific depailmoni is, biology 5,520 sq. ft., phy'stes 7,050 sq. ft., 
chemistry 8,820 sq. ft. 

Since the requirements of the new University Tlogulations will necessitate some reai‘mngemcnt 
of the laboratories it dons not seem worth while to enter into details of tho uses to which the 
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•difiercQt rooms are now put. All the science laboratories and lecture rooms are veiy completely 
furnished and equipped. 

To the south of the college is an oil gas installation and gas is laid on for laboratory reqaire- 
meuts. The physics laboratory contains an electrical installation and the rooms are lit from it. 
The question of providing electric lights and fans for the whole college is under consideration. 
Water is laid on to the laboratories and drainage is into the municipal system. 

The college has two playing fields used for cricket and football and hockey^ respectively^ five 
lawn tennis courts, and the usual gymnastic apparatus. There is also ample tiffin room and latrine 
accommodation for students. There is no boarding accommodation hut about a quarter of the 
students live in the adjoining A^ictoria student's hostel, the warden of which is a professor of the 
college. 
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Victoria Hostel, Madras. 

This hostel was opened in .Taunaij 1900. Its total cost was fis. 1,84*, 399-13-5, of which 
Es. 80,0’Z2-4-10 was debited to provincial funds, and Rs. 1,51,377-8-7 to contributions from tho 
Madms Students^ Hostels Association, Government provided a site valued at Rs. 37,540 besides 
foregoing departmental charges amounting to about Rs. 41,000. It is open to students of all 
Hiladras colleges and schools and will accommodate 22S without crowding. It stands on a 
triangular piece of gi’ound in Chopauk Park, about 10 J acres in extent. 

The hostel is tliree storeyed and is built round three sides of a quadrangle. Iron railings 
and gates close the cast side. Most of tho rooms are 9 ft. 7 in. by 19 ft. 6 in. and 9 ft. 8 in. 
high, with a door opening into a verandah at each end, and are intended to accommodate two 
students, but 22 of them have been divided into halves by wooden partitions. Two blocks are 
built out towards the west in continuation of the north and south blocks. Each consists of 
twelve rooms ft. by 10 ft., four on each floor, intended for one student apiece. Verandahs 
5 ft. 7 in, wide inn all round the building on each floor, on both sides of the principal rooms, 
On the ground floor there is a reading room 24 ft. 0 in. by 49 ft. 7 in, and 25 ft. 3 in. high, 
suiTounded by a verandah. A covered passage connects tho hostel with the wardeu^s lodge, which 
stands north of tho hostel. The southern rooms on the ground floor of this are the warden^s and 
clerk^s offices. 

The roofs and floors of the upper storey are supported by iron girders and teak joists. The 
floors are made of Cuddapah slabs except those of the first and secoid storeys of the north block 
and the upper storey of the warden^s lodge, which are of brick tenneing. 

The Idtchens and dining rooms, eight in number, to accommodate eight different castes 
or sections, are built along tho south side of the compound, at some distance from the residen- 
tial quariers. Behind these is a row of bath rooms. 

Water is laid on in the kitchens, latrines, and various parts of the componntl. 

There are two tennis and two badminton courts. 

The hostel is self-suiiporting. The residents pay the cost of board, lighting, servants’ wages, 
etc., and rent ^^lly^ng from Rs. 27 to Rs. 45 per annum. The rent is at present more than 
sufficient to pay for repairs, upkeep, taxes, etc,, and Rs. 13,000 has been saved and invested. 
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Tlie law Colley. Itladras. 

The La \7 College, jSIadras, is located in a building specially built for it br Government at 
ji cost of about 4 lakhs. It is situated to the west of the new High, Small Cause, and the City 
Civil Courts on the Esplanade and within the High Court compound. The building, which was 
designed by Henry Irwin, Esq., C.T.E., Consulting Architect to the Government of ifadras, was 
completed, and the college transferred to it in the year 1S99. 

The building is upper storeyed throughout with terraces both outside and inside, around the 
courtyard in the centre of the building, the courtyard being about 54 ft. in diameter. The 
rooms have been arranged around this with a view to afford them ample light and ventilation. 
There are two main towers on either side of the carriage entrance, each of which is about 34 ft. in 
diameter and about 135 ft. high. These towers are provided with steps reaching to the fust floor. 
There are also two smaller towers constructed at the auglos of the building, each of which is 
about 15 ft. 6 in. in diameter and about 93 ft. in height. There are two floors, a ground floor and 
a first floor. Particulars regarding them are noted below' : — 

Basuulxt floor,— Pour class rooms each 47 ft. 3 in* by 31 ft, 3 in. j two common rooms 
33 ft, 3 in. by 17 ft. 7 in. and 10 ft, flj in. by IS ft. ; two store rooms each 33 ft. by 
17 ft. ; two angle towers each 10 ft. 6 in. by 10 ft. 6 in. j two small rooms used for 
Toiscellaneoas purposes 9 ft. by 5 ft. ; carriage porch inside the courtyard 38 ft. bv 
20 ft. These are surrounded by verandahs 9 ft. 11 in. deep with necessary steps in 
basement, 

PliiBT ILOOB.— Four lecture rooms each 47 ft. 7 in. by 31 ft. 7 in. ; one library room 19 ft. 5 
in. by 31 ft. 5 in. ; two principal and professors* retiring rooms each 23 ft. 7 in. by 
17 ft. 7 in. and 10 ft. llj no. by IS ft. 5 in. ; two small rooms each 9 ft. by 5 ft. 
These are surrounded by verandahs 10 ft. 6^ in. deep. 

The foundation of the building, which is about 10 ft. deep, is reported to consist of a bed of ' 
stone, concrete, 4 ft. thick The foundation and basement liave been carried up with stock 
bricks, facing of Clayton^s press bricks, occasionally moulded with cut stone dressings. The W’alls 
for the ground and upper storeys are built entirely of pressed bricks occasionally moulded with 
cut stone dressings. The brick is red and the interior of the hnilding finished w'ith polished 
plaster in light tints. The ground floor and plinth protections aie paved w'ith Cuddapah slabs on 
t in. concrete and pointed with cement. The upper floor is paved with compressed tiles 6 in. 
square and pointed with cement. The lower and upper roofs are terraced and supported by steel 
beams and teak joists. The roofs of the main and angle lowers are in the form of a dome with 
copper gilded finials, and the roof of the carriage entrance on the ground floor is groined All 
the arches of the verandah throughout as well as those at the main entrance have been terraced 
with fine-dressed stone. The parapets on the roof, pillars supporting the arches, bracket stones, vases 
and mullious, etc., are of stone finely dressed. The doors and windows are of well-seasoned Burma 
teak wood wrought clean and framed iu the most anproved manner. The tops of tho doors 
have coloaicd glass with leaden sashes. 

Each of the four class rooms and the four lecture rooms has been provided with platforms 
for the professor and galleries, with benches with back rails, for the students. Each lecture or 
olass room conveniently accommodates about 160 students. 
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Madras Christian Coiicg’c. 

The school from which the Madras Christian College has developed was founded by the 
'General Assembly of the Church of Scotland in 1S37, and at first was situated in a rented building 
in George Town. The nucleus of the present buildings of the Madras Chi-istian College was a 
house on the Esplanade which was used as the Sailors^ Home. In September 184i6 this building 
was bought by the financial Board of the Free Church of Scotland Mission and after being 
considerably improved It became in December the Free Church Central Institution. In 1871 by an 
outlay of about Rs. 50,000j towards which Goveniment contributed Rs. 15,000, the buildings 
were very much improved. In 1877 the constitution of the institution was changed. The 
Church Missionary Society and the Wesleyan Missionary Society agreed to assist the Free 
Church of Scotland in the cost of maintaining the institution which now adopted the name of 
the Madras Christian College. Its management was vested in a college council and a supreme 
goveraing body at home j and ten years later it was incorporated under the Indian Companies 
Act. It was soon found to be necessary to enlarge and improve the existing buildings. This 
was done between the years 1883 and 1887 at a cost of Rs. 1,36,000 to which Government 
contributed Rs. 41,000. Between 189^ and 1897 further improvements were made, including 
the building of new class rooms which cost Bs. 48,000 to which Government contributed 
Rs. 12,000. During the same period a building, now known as the Anderson hall, was reconstructed 
and adapted for college purposes at a cost of Bs. 38,000. During the past three years a new build- 
ing scheme has been undertaken for the purpose mainly of providing the college with more suitable 
laboratories for science work than it has hitherto possessed. This scheme involves the expenditure 
of Rs. 2,60,000. Towards this Government has contributed Rs. 68,000 — fifty thousand rupees 
being from the Imperial grant — and the college authorities have raised over Rs. 61,000 by subscrip- 
tions in India and Rs. 1,01,500 by contributions from home. 

The original building which faces the south has a frontage of 150 ft. to the Esplanade on 
which the High Court now stands. It is bounded on the east and west b}*- Augappa Naick Street 
.and Linghi Chetti Street respectively, and the buildings have gradually been extended along these 
two streets. The site on which when the new buildings are completed the college will stand con- 
sists of a parallelogmm, the longest sides of which run along Linghi Clietti Street and Angappa 
Naick Street for a distance of 379 ft. When completed the buildings will consist of five blocks 
built round two open courtyards, one of which faces east and opens on to Angappa Naick Street 
and the other of which faces west and opens on to Linghi Chetti Street. 

The courtyards measure respectively 70 ft. 6 in. by 74ft. and 81 ft. 6 in. by 61ft. Bin. The 
■original building facing the Fsplanade or China Bazaar Street is for the most part a two storey 
building and contains the rooms used for the school department, teachers^ rooms and the library. 
The wing running along Angappa Naick Street is a three storey building. It contains on the 
ground floor schoolrooms, on the first floor schoolrooms, offices, and the physics classroom, 
and on the second floor college classrooms and reading rooms. The wing running from Angappa 
Naick Street to Linghi Chetti Street contains on the ground floor school class rooms and tiffin 
rooms, on the first floor, the chemical laboratory and the examination ball- In the tower which 
stands in the north-west comer are small class rooms used for the second language classes, and the 
top room of it is a smaJI library room for the use of !M. A. students. ’ 

School 2)epart7neiit , — ^There are thirteen schoolrooms on the ground floor. In these the classes 
• of the primary department and the first three forms of the secondary department of the school 
are situated and there are also two teachers^ rooms. The ordinary size of a class room is 22 ft, 11 in. 
•by 26 ft. 3 in. by 10 ft. 9 in., but one is 41 ft, 3 in. by 34’ ft. 9 in. by II ft. 8 in., while the lower 
-school hall in which the lower school meets for morning prayers every morning is 67 ft.' 3 in: by 
■37 ft. 8 in. by 11 ft. 2 in. 
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Tliere is a vemndah both at the back and the front o£ the original building. The first 
floor contuins the class rooms of the three upper forms of the school department. There is a large 
upper school hall above that of the lower school in which the upper school bo}'s meet for 
prayer every monung, and which, like it, is also used both as a class room and as an c:caroiiiatioii 
hall. Besides the hall there are four class rooms measuring respectively 31 ft. 0 in. by 2S ft. 
h in. by 14- ft. 3 in. ; 31 ft. 3 in. by 20 ft. by 14 ft. 3 in.; 21 ft. 9 iu, by 19 ft. 5 in. by 14 ft. 3 in.; 
and 21 ft. 9 in. by 19 ft, 5 in. by 14 ft. 3 in. 

Another room measuring 20 ft. Tin. by 23 ft. 10 in, by 11 ft. Sin. is fitted with a gallery and is 
used a as science lecture room for the school. Next to it is another room measuring 20 ft. 4 in. by 
26 ft. S in. by 11 ft. 3 in. which was used ns a science Inboratojy for the school, but its accommodn' 
tion has been more than doubled by the removal of a partition wall which separated it from 
the former first college class room which measured SO ft. by 2G ft. 2 in. by 11 ft. 3 in. On the same 
floor there are rooms for the superintendent, the head master, the superintendent of veniaculars, the 
pundits^ and the upper school teachers and several small rooms in which vernacular classes are held. 

The library, which is at present common to school .and college, is in the south-west comer- If 
measures 46 ft. 3 in. by 19 ft. 2 in. by 14 ft. 3 in. and contains 6,000 volumes. There .ire verandah s 
both in the front and at the back. 

College J}ejparlmen(.-^Oik the first floor there is an English class room with a gallery measuring 
34 ft. 5 in. by 22 ft. by II ft. 7 in., offices for the principal, the bursar and clerks and the 
physics class room, with a gallery, measuring 35 ft. 7 in. by 27 ft, 2 in. by 21 ft., two instrument rooms, 
and a chemical laboratory measuring 41 ft. 6iin. by 34 ft. 6 in. by 21 ft. "When the new buildings 
are completed the science class room and laboratory will be transferred to them and it is irroposed 
to utilise for the library the space thus set free. On the first floor also is the examination 
hall measuring 73 ft. 2 in, by 32 ft. 1 in. by 13 ft. 6 in. Last year a gallery was erected in it 
which makes it much more useful. 

In this connection the Anderson hall may be mentioned. It is a large building facing 
the Esplanade on the west of Idughi Chetti Street. It is fitted with a gallery rising from the floor 
as well as with a gallery on pillars and can accommodate SOO to 1,000 people. It is used 
for lectures, prize-givings, gatherings of students as well as for examinations, and part of it is 
in daily use for the practical geometry classes of the school. It contains also several smaller rooms 
including the room for the meetings of the college council. 

On the second floor are eight class rooms varying in size, their dimensions being as follows : — 
(1) 38 ft, 8 in. by 25 ft. 8 in. by 14 ft. 7 in.; (2) 23 ft. 9 in, by 11 ft. 5 in. by 12 ft. 3^ in.; (3) 33 ft. 5 in. 
by 31 ft. 4 in. by 13 fi.. 2 in.; (4) 36 ft. 6 in. by 28 ft. 3 in. by 18 ft, 2 in,; (5) 27 ft. 2 in. by IS ft. 10 in. 
by IS ft. 3 in.; (6) 26 ft. 9 in. by 24 ft. by 13 ft. 3 in.; (7) 26 ft. 7 in. by 19 ft. S in. by 13 ft. 3 in.; (8) 
30 ft. by 26 ft. 6 in. by 13 ft. 2 in. The last five have a frontage to Angappa Naick Street. 
No. (4) is the biology class room at present. 

The names given in the plan to the other rooms do not indicate accurately, now that the 
new class rooms are iu use, the particular purposes for which these rooms are used. There ai'C 
in addition a common room and a tiffin room for the professors, a common mom for the tutors, a 
map room, the consulting library and reading room. There is a verandah running round 
the inside faring the courtyard. 

The college tower contains a number of small rooms in which some of the vemacular classes are 
taught, and a small library equipped with desks for the students who are reading for the 

A. degree examination. The new buildings which connect at their south-west mth the 
old buildings conrist of a block running along Lingbi Chetti Street and another block, at 
right angles to this,. Tunning towards Angappa Naick Street. TlTitK the side of the chemical labora- 
foiy they form an open courtyard facing Angappa Naick Street. The new buildings when 
completed will contain the following rooms. 
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Bloch facing lAnglii GhctU l^trcet at rend g huilt, 

Guottnd floor.— Intermediate mathematics and physics laboratory 40 ft. by 36 ft. by 17 ft. 
'C in. Physics laboratory 50 ft, by 80 ft. by 17 ft. 6 in. 

First floor. — Lecluvo worn 40 ft. by 36 ft, by 17 ft. 6 in. Intermediate natural science 
laboratoiy 50 ft. by 36 ft. by 17 ft. 6 in. 

Seco:7D floor.— Lecture room 40 ft. 9 in, by 30 ft. 9 in. by 17 ft. 0 in. Mathematics lecture 
room 25 ft. by 23 ft. by 17 ft. 6 in. Advanced physics 25 ft. hy 13 ft. by 17 ft. G in. 

Block under comiTueiion at righi angUs to fhfird. 

Ground FLoon.—Cliomiail laboratory 50 ft. by 36 ffe. by 17 ft. G in. Distillation room 1.3 ft. 
by 10 ft. by 17 ft. 6 in. Balance and stoi'C rooms 36 ft. by 15 ft. by 17 ft. 6 in. Darh room and 
workshop 30 ft. by 15 ft, by 17 ft. 0 in. 

First floor.— Physics lecture room 8Gft. by 30 ft. by 17 ft. 6 in. Apparatus and professors' 
room 36 ft. by 20ft. by 17 ft. Gin, Advanced Physics laboratory 36ft. by 30 ft. by 17 ft. 6 in. 

Second floor, — Store room 36 ft. by 30 ft. by 17 ft. 0 in. Professors' room 24 ft. by 12 ft. by 
17 ft, 6 In. Combined lecture room^ laboratoiy and class museum for natural science S3 ft. by 36 ft. 
9 in. by 17 ft. 6 in. 

All liic buildings are solidly built of brick and chunain, but dressed stone has been largel}* 
used in the new buildings owing to the large windows ref]uired for the laboratories. The 
wood- work, including the furniture, is of teak. Tu tlio new buildings and in most of the recent 
additions iron girders have been used for the floors and roofs instead of teak beams, and in the new 
buildings tlie girders arc supported hy iron stanchcons which rise from the ground right up 
to the roof of the building and are built into t!»e walls. TVith the exception of the examination 
liall which is roofed with Bangalore tiles, the college buildings have thick tenuce roofs of the 
kind usual in ^ladras, TVaier is laid on to the buildings from Ibe municipal water-supply, and 
when tlie new laboratories aro completed they .will bo supplied with electric cuiTcnt ftram the 
Madras Electric Supply Company, and with gas from a gas installation on the college promises. 

As the college is situated in the business part of hfadras all extensions are very costly owing 
to the high price that has to be paid for building sites. For the same reason it is extremely 
difficult to provide the college with the space required for an athletic ground. The college has 
been permitted to use part of the IHgli Court compound for a gymnastic ground and tennis courts, 
and has also the privilege of practising cricket there but the space is inadequate for football or 
cricket matches. Some yoai-s ago the college wero permitted bv the military authorities to make 
au athletic ground on the foreshore, where, of recent years, there has been a great accretion of 
sand. A short time ago half of this ground was required by the harbour authorities and now 
tho whole of it has been talcen. TJio college lins been granted tbo use of another piece of sand 
farther south, and is at presonl engaged, at great expense, in trying to convert it into an athletic 
ground, hut it will bo long before it is really suitable. In tho circumstances tho encouragement 
•of athletics amongst the Students and tho pupils of tho school is attended with serious difficulties. 

It should ho mentioned that in addition to the geneml library to which reference has been 
made there is a large number of books in the consulting library and in tlio si)ec5al libraries 
provided for the students studying different subjects for tho B.A. and M.A. degree exami- 
nations. Dr. Miller lias also prosented his valuable library in College House to tho college. 
3'he college possesses altogether about 14,800 volumes. 

The college has four hostels — two of whicli were presented to it hy Dr. Miller. These 
hostels are in. the iramedmio neighbourhood of tlio college and together have accommodation 
for about 180 students. The superintendents are i>rofossors of the college who live close by in 
College House— a large building next to tho college which is the property of tlie professors* 
.retiring fund having been presented to it ns an endowment hy Dr. Miller. 
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COLLEGES AXD ENiVERSITy BUILEIXGS. 


Presentation Conyent College, George Tomi, JTartras. 

This building was constructed in the year 1901 at a total cost of Rs. 38,979. The building iff 
situated in the grounds of the Presentation Convent, Maclean Street, George Town, Madias. Its 
situation is well selected, and its surroundings airy and well ventilated, considering that it is 
located in a town where houses are as a rule cramped, and are not well ventilated and airy. 

The college building consists of one large block measuring 105 ft. by 4.5 ft. external dimen- 
sions. The ground, first and second fioors axe identical, consisting each of a large room SI ft. 
by 81 ft., and each 14 ft. high. These large looins, on each floor, are suitably subdivided into 
class rooms by moveable wooden screens, partly glazed at tbe top. These screens being moveable, 
their positions are easily adjusted so as to serve the purpose of apportioning the space necessary to 
accommodate the number or strength in each class. They have commodious verandahs 9 ft. 
vide, lunniug round in all the floors, except that side where the staircase comes in. 

The rooms are well ventilated throughout, with large panelled, venetianed and glazed doora 
and windows, and the verandahs have arched openings. The arched openings on the first and 
second floors are protected with ornamental parapets. The building throughout is built of brick 
in mortar. The roof and floors are terraced, supported on rolled steel beams, with teakwood joists. 
The walls are finished with finely polished plaster internally and pointed brick-work externally. The* 
staircase is of granite with suitable teakwood hand railings. 
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St, Josq»]fs (Iflllfiro, Haiiffalorc. 

St Jtwopli^s College has the advantage a£ IteiiiL: *'i(natc(l in a station whose climate is healthy 
and tomjicrato, The mean Icmporalnrc is Y„ lie* average minfull 30 inches in the year. 
Rainy mornings seldom occur, showers fall generall • in the afternoon and evening. The hot 
season lasts three montlis from Jfareh to !Mny, hut the college holidays begin on the Isfc May. 
The thermometer sometimes rises above tM5 degrees F, hu< even during the hot days most of the 
class rooms keep rclalivoly cool owing to their faciiiir th' nnrlh and probably also on account of 
their thick stone walls. 

The institution was oslablishcd as a high school in lb57 and was raised to the rank of a 
second grade college in iSS2. Its .'jituaiion al om* extremity of the town had many inconveniences 
and it was therefore decided to remove it to a mme central imvl; and in 1898 the new buildings 
were inaugurated, The college is built in the form of the letter II and stands in a compound of 
about six acres. The lengtii of caeli wing is 237 ft,, wliile the widtli in the centre measures 
2C0 ft. Tlio walls of the lower storey are consluicted of granite. The class rooms and ofRcos are 
all on tlic ground Iloorjilieir height is la-] ft., tlie floor area varies from 11*7 to IG sq, ft. per 
student, allowing the maximum of 3G students to each class room. The laboratory measures 
3‘]'3 ft. by 30 ft. ijy 17 ft. high, and is found sulli<‘iont for the higli school science classes. The- 
hall including the jicrmancnt stage at one end measures ft. long, the height is 18 ft. and 
184 fhe width 30 ft., and a vcnindali ^ ft. wide runs along the entire length of the building 
facing the playground, upslaim as well as dowjwtaiiy. Two tennis courts m front and a play- 
ground at the back afford ample space for games. Tim greatest length of the playground is 
470 ft., it.«? width 323 ft, A small garden enhances the appearance of the facade of the college. 

The upper storey, which comprises 2fl rooms and two dormitories, is entirely used for the 
accommodation of teachers and hojirdeis. It also contains a chapel projecting from the centre of 
the fajjido over the portico. Tlie tcachei's' rooms correspond in size io the class rooms downstairs. 
The dormitories take the form of two halls lOo ft. lotig by 30 ft. wide. They are covered by a 
sloping roof with a central ridge 23 ft. from the floor. Ycntilatiou has been carefully attended 
to, as each dormitory containa 28 0 )>cningR, windows and door.s, and .at the top of Ibe roof space* 
has been left between the tiles for tlie escape of hot or foul air. 

The water-supply comes from the municipality waterworks, TIpslaii*s cement 1ms been used 
for flooring, while tlic ground floor was originally laid with granite slabs, though these have been 
pattially replaced by Cuddapali stone. This material will evontually be substituted eveiywliere 
for ibe other. 
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COLLEGES LMTERSITr BriLDIXGS, 


TIic Govenuiieiit Colley, KiuiilialvonanL 

This consists of a straggling set of buildings; constructed at different dates^ running froni 
vest to east on the banks of the river Caxiveiy. The college vas built on the site of certain ancient 
buildings belonging to tbe Rajah of Tanjore, the somewhat irregular ground plan of which was 
followed. Later additions have been made as far as possible in keeping with the rest of tbe 
s-lmctnie. The result of this has been that the rooms are perhaps more suited for a ]inlace than 
a college, and, althoxigh their height renders them particularlr cool, the acoustic piopeities are for 
that reason urisatisfactorr The building is tbrongbont one storev with the exception of the toweis. 

The main building consists of six rooms and a tower and is in the middle of the whole block 
of baildings as these are at present. The tower is a three storeyed building, about TO ft. high, 
Tbe ground fioor room of the tower is a perfect cube of 13 ft, and is used as a lobby ; the jirst Boor 
room, used as tbe principal's study, is a cubical room 15^ ft. each way and is reached by a spiral 
s-tair, above it is a room 17 ft. by 17 ft. by 12 ft, used for stores. Adjacent to the tower is a 
circular room used as an office. The main building (tbe original rooms} consists of five rooms 
with terraced roofs ; three are in plan regular octagoiw, each side being 11 ft.; the roofs of two 
of these are supported on wooden beams, the other has iion girdeis. The fourth room is an 
iiregiilnr octagon, the sides being alternately 12 ft and 16 ft. The fifth room having a rounded 
end is abont 31 ft. in diameter. The roof is on girders. The height of all these five lOoms is 
21ft. 

To the ea*:t is a large hall, oiiginally built for examination purposes but now used ns a library. 
Its internal dimensions are 48 ft. by 32 ft, by 30 ft. It is flanked on two &ide<; by a verandah 
10 ft. by 18 ft. At tbe northern end is an alcove covered by a half dome, 17 ft. in diameter. 
The roof is terraced and supported on wooden beams. At the southern end is a tower about 50 ft. 
high uith a spiral staircase. 

The western wing conrists of a T shape set of buildings miming west from the main buildings. 
The upright pait of the T consists of four rectangular rooms of different dimensions (26 ft. by 
21 ft.; 16 ft. by 21 ft.; 16 ft. by 21 ft.; and 21 ft by 21 ft.); all these rooms are 21 ft. high and 
have a verandah of II ft. on either side. The roof is supported on wooden beams. One of these 
rooms, tbe one next to the office in the main buildings, is used as a common room for the professors. 
The top of the T consists of two rooms with a covered-in verandah between them. The dimensions 
of the two rooms are 35 ft. by 20 ft. by 21 ft. and 30 ft. by 20 ft. by 21 ft. respectively. The 
veraudali has been converted into a room by means of a wooden wall built on the outside and 
fitted with Venetian shutters. Its dimendons are oS ft. by *21 ft. by 13 ft. The roof of one of 
these two rooms is supported on iron girders, that of the verandah room and of the other room 
being on wooden beams. These rooms are at present used for tbe teaching of phyacs and 
chemigtiy. The walls of all the looms are of brick colour washed inside and painted outside. 

The numbers in the different classes vary between 25 aud 70. It is found that the laiger 
rooms in tbe building can conveniently accommodate about 50 or 60 students, except for tbe 
teaching of practical geometry where not more than 40 can be accommodated easily. For this 
latter subject each student has a separate table and stool. In other cases stndents sit at ordinair 
long desks. In nearly all tbe rooms there is an unfixed wooden dais for the lecturer 18 inches above 
the Boor, 

The compound is an irregular quadrilateral of nbout 12 acres, the sides being (roughly) 750 ft. 
and 700 ft. It contains a tank, 120 yds. by 110 yds., situated 120 yds. from the main buildings. 
Additional oiit-buildings are (1) a stable, (2) a thatched tiffin shed, 40 .ft. by 23 ft., (3; a 
gymnasium 62 ft. by 30 ft. and (4) two latrines. 

Steps are being taken to construct new rooms, consisting of three ordinary cla^ rooms, two 
laboratories (phyrical and chemical) with the rooms and offices appertaining thereunto, to the east 

tbe present set of buildings, and to acquire additional land to the extent of about IS acres, for 
the principal's quarters and as an additional playing-field. 
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COLLEGES AND TJXIVERSITV JJllLLJOTS. 
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The Yjctoriii iluhilec llostol at KinnliaKoiiam. 

This is SI building raised bv public subscription in incinory of (lie tTubiloc of (he late Queen- 
Enipress; and intended for students oil lie Government College, Kumbiikonam. It is situated in 
il« own oomponnd of about 5 acres, next to (lie college compound, and in front of the bank of 
tlu» Cauveijj while in t.ho fraiit of it there is nu extensive reacli of padily-ficlds. The buildings 
were erected in Jfl05 at<acosfcof Ks. (11,0110. Tlic building is some way clear of Die town and 
is in a liejilthy, thougli low, position. The main Imildiiig is two storeyed, and consists of two siute.s 
of living rooms, nine on the ground floor and eight on the fu*sfc floor, each 20 ft. by 10 ft. by 10 ft. 
and a hall 27 fL by SI ft. by 23 ft. on the first floor, for the use of the students as a reading room. 
Each of the living rooms is divided into four compartments, 10 ft, by 8 ft. by 10 ft., by means 
of wooden pinollecl partitions, about 8 ft. Iiigli, each of which, for the sake of ventilation, have 
one of Die jianels made of lattice work. On each floor there is a verandah 0^ ft. wide ninning all 
I’Oinul the building. The lighting of the lower floor rooms is hardly satisfactory. The upper rooms 
are lit by glass panes in the x-oof and arc light and airy. 

In fro!it of the main building is a separate house for a Hindu sub-warden. On either side of 
tbc building are kitchens, each Idtchen building containing two rooms for cooking and two dining 
rooms. A bath shed and latrine are built Bcparatoly. There are two badminton courts in the 
compound for the use of the boarders. 
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COLLEGES AKD TOIVEIISITY EUILLIXGS. 


Dn^aiaiu Jctliinal Sind College, KaracLi. 

The foundation stone of the Dayaram Jethmal Sind College was laid by His Excellency Lord 
Huiferin in 1887, and the building was completed and opened in 1B9£. It occupies a line position 
in a compound of about 4-^ acres, of which 115,485 sq. yds. are in the occupation of the college, the 
remainder being occupied by the Victona jlluseum, which forms a wing of the building, but is 
controlled by the Karachi Municipality. 

The climate of Karachi is considered temperate, and though the shade temperature may range 
from below 10 to above 115° F., it is only on exceptional days that the thermometei', in a building 
like the college, would fall below 60 or rise above 90°, In the winter the climate is dry, with 
prevailing north-east ^viiids, while in summer the ninds are about south-west by south, being hot 
and moist in June and July. The rainfall is very variable, but averages only about G inches per year. 

The college is a two storeyed building, facing south-south-west, for the most part only one room 
•deep, and having a fagade, including the Victoria Museum, 431 ft. long. Except at the centre and 
wings the depth of the building is 58 ft, and its height about 43 ft. The plinth is 5 ft. high and 
supports, both in front and rear, open arcades of block-in-course masonry, the arches being 6 ft. 
wide, 11 ft, high and 12^ ft. from centre to centre. The balustrades in the arches are of stone. 
The central tower is 120 ft. high, and is finished uith a dome 80 ft. in diameter. In front of the 
dome is projecteil a poitico of the Ionic order, the pillars of which are 29 ft. high, leading through 
an open vestibule floored with mosaic tiles to the main staircase under the dome. The floors of the 
lower rooms aie of di’essed stone, while the upper rooms have concrete fiooring. 

At the extremity of the east wing is a lecture theatre 54 ft. by 34 ft. by 35 ft. high. The Victoria 
Museum forms the west nung. 

A verandah 12 ft. wide runs along the front of the college, and there is a 9-foot verandah at the 
.back. Most ot the rooms are 30 ft. by 23^ ft. by 14^ ft. high, the width corresponding to the 
space occupied by two arches, which forms the architectural unit. The lighting is mostly through 
glazed doozs opposite the arches, with small ventilating openings above. The ventilation is snlBcieni 
for a breezy place like Karachi, but the illumination is rather too horizontal and irregular, and lias 
been supplemented in some of the upper rooms by building dormer windows on the roof. 

There are 12 rooms of the ordinary size in the building, and about a dozen smaller subsidiaiy 
rooms I while the class room of the previous class is 4S ft. by 30 ft. by 19 ft. high, comprising 
four of tiie units above mentioned, and the libraiy and the main physical laboratory occupy three 
units. 

The lecture theatre and class rooms for the three principal Arts classes are fitted with rising 
tiers of benches, and the theatre is fitted with a table for physical demonstrations. The Victoria 
Jubilee Physical Laboratory comprises three main rooms with cupboards for physical apparatus, 
etc . ; there is also a small dark room and a balance room. The chemical laboratory is a room ol 
ordinary size fitted with work benches, etc., and is also used by students of biology. The 
•engineering branch has a machine and metal-working room, a carpenieris workshop, and a drawing 
office besides a class room and small store room. Adjoining the Lord Heay Library upstairs, 
which contains 5,000 volnmes, is the students' reading room. There are rooms for the principal 
iind professors, and for the college office. The professors' common room is used also as a board room. 
Jlore room is needed for chemistry and biology, and for workshops, while the accommodation for 
•examination work is inconvenient, examinations bring held in the lecture theatre and two or three 
-of the class looins simultaneously. The Arts branch is growing so fast that in a year or two it 
will probably be necessary to divide all three of the principal Arts classes, involving the provision 
ol three new class rooms, while several new smaller rooms are required for small special classes. 
The accommodation may therefore be pronounced generally insufficient for present wants. 

Tlie compound is siiironnded by a wall and iron railing about 8 ft. high. It is mostly laid 
out as a garden, but there are two tennis courts and a gymnasium behind the building. 













COLLEGES AND UNlVEllSITr J3UILD1NGS. 


IS 


The Architect was ]\fr. J. Stmchau, Engineer to the Municipality of Karachi. The cost of 
'the college without the museuu^ but including the outhouses and compound railing, was Es. 1,86,514. 
'This is something under 4 cubic ft, gross volume per rupee, or about Rs. S-3-0 per sq. ft. of the 
block plan. 

During the last ^0 years the expenditure on scieutitic apparatus has been about Rs.. ^5,000, 
jind that on library books rather less than this. The cost of engineering apparatus and t<Jols has 
been considerably under Rs. 10,000, while furnicuro has cost about Rs. 10,000. 
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COLLEGE^ AN1> TKlTEltSITV BUILDINGS. 


J/etliniBiii fetiidcufs’ JIo>tel atfaclicrt to flie Dajaraiu Jctliiiial Sind Collcsyj Karachi. 

The foundation stone of t ho Metharam Students^ IIo>t(*I uas laid by Ills li^xccllcncy liOrd 
Hanis in 1894, but owing to fmancinl diflinillics caused by jdague the hostel was iicd comi)lcted till 
1901. It is situated on a triangular plot of land facing the college and measuring 23,Ull ^q. yds. 
The site is a good one, except that thcie are poor tenements, sometimes viMtod by plague, near the 
back of tbe oomponncl. These arc, however, some distance from llic building, and ent off from the 
compound by walls without openings, so that no plague oa*!© has hitherto occurred either in the 
hostel or in itb seivants’ quarters. 

The building consists of a single block on three floors. It lias a frontage of 287 ft., facing 
east by north ; its general depth, except at the centre and wings, is 40 ft., and if> height to lidge 
of roof 19 ft The exteinnl walls are of rubble, and tbe \crandah floor* are Mipported by n^slilar 
pillaifi, with balustrade of open iron work bolu cen. The lower floors aJe paved with stone, and 
the upper floors aic of wood carried on teak joist®. ^langaloic tile® form the loctflng material, 
l-ach student hat. .i eepaiatc room, 12 ft, by 10 It., :iiul fiom 12 to 1C ft. high. Tlicre is a 
>ejandah 12 ft. wide in front of the room®, and anotJjei b ft. wide at the hack, The south wing 
forms the present superinleiulcut^s lesidcnce. Tlicre are room® for 70 student®, hut lialf-a-dozen 
more are accommodated in room® not at picscnt icqnircd for other purposes. 

The total co®t of the bnildiiig, iiichuliiig ro®t of sen'.iiitb^ quarters and compound wall, wws 
Kf.. 1,18,98 j, being at a rate of .about ."i cubic ft. gios® voluiiie per lupee, or about Ks. 9-1-0 per 
sq ft. on the block plan of the hostel. 

The hostel wras furnished at a cost of 11s. 0,000, each room being furnished in Europcaii style, 
the furniture including iron cot with spring mattie®'-, diessing fable with mirror and drawers, 
cupboard with book-case, duplex lamp, etc. 

There me three large rooiHb in the cen tie of the building, two dining rooms and one intended 
for use as a common room for tbe students. The reading loom 5® in the main college. Some of 
the students dine in the hostel, hut otheis dine in out-bnildiiigs in rooms beside the kitchens. At 
present the students form messes of theii* own and employ their ow'ii cooks, etc., but this system 
may very wrell be changed. The rent paid by each student is Rs. 23 per term, this including the 
use of furnituie, the service of the hainals, mnssnls, etc., and the cost of lamp oil. "Water is laid 
on to lavatories in the north wing, but abluiions ai^e mainly performed in a separate bathing house, 
tbe water from which irrigates a distant part of the compound. The hnlalcorc service required for 
the extemal latrines is performed by municipal carts, the sewer system of the municipality not 
having yet been developed in this neighbourhood. 

Theie is a cricket pitch of rather limited extent in front of the hostel, and behind the building 
is space for seveial tenuis courts. i 

Besides the superintendent, one or two Dakshiiia fellows are usually accommodated in the 
hostel, these occupying ordinary moms. It is intended to appoint a second European professor 
wrho shall be superintendent of the hostel, and to build a separate house for him. 

As not one-half of the mofussil students who would gladly live in the hostel can he accommo- 
dated theiein, the hostel accommodation may be pronounced insufficient. In the near future its* 
inadequacy will probably be still more marked. 




THE METHARAM HOSTEL OF THE DAYARAM JETHMAL SIND COLLEGE, KARACHI. 




THE GUJRAT COLLEGE, AHMEDABAD. 
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The (««jrat Collca-o, Aliiiirilaliad. 

The college buildings are situated ou the west of the river Sal)armati, aud were built towards 
“the end of the last century at a total cost of Rs. 3,00jlG'2. 

The central feature of the main building is a lecture hall uO ft. by 30 ft. with a etaii’case 
and entrance ball in front 35 ft. by 30 ft. The two symmetrical sots of rooms on cacli side of the 
central hall consist of class rooms (1 5 ft. by 25 ft., 20 ft, by 25 ft. and 40 ft. by 25 ft.) which 
have arcaded verandahs 10 ft. G in. in width in front and roar. At the ends of the building are 
circular towers wliich contain spiral .staircases. At the first floor level, there are hanging 
galleries looking down into the lecture hall. 

The upper floor consists of a class room 1 5 ft. 3 in, hj 25 ft. 9 in., a reading room 20 ft. 3 in, 
by 25 ft. 9 in,, a fellows* room 20 ft. in, by 25 ft. 9 in. and a professom* room 20 ft. by 25 ft. 
9 in. on one side of the ball, with a lavatory in a comer of the back verand.ali, and on the other 
side, an oflice 15 ft. 3 in. by 25 ft, 9 in., a class room 20 ft 8 in. by 25 ft. 9 in., another class 
room 20 ft. 1} in. by 25 ft. 9 in. and a mom for the principal 20 ft. by 25 ft. 9 in. uith a lavciioir 
in the south-west corner of the back verandah. 

The height of the plinth is 3 ft. and the height of the ground floor is 18 ft, and that of the 
upper floor 22 ft. up to the bottom of the trusses. 

The college is supplied with pipe water taken from tlie municipal u^ter-supply system. 
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COLTiEGXS AXB UNIVERSITY BUILDINGS. 


Dnlin-Rd-illn Collenroj .1iiiian:n(lli. 

The fouudation stone of the college building was laid by Colonel J. JI. liuuter, G.S.L, 
late Political xVgent, Kathiiwar, on the 23th March 1S97. His Excellency Lord Cnrzon formallr 
opened the institution on the 3rd November lOOO. The total cost of constniction of the building 
was Bs. 2,50,000. 

The climate of Juuagndh is hot and diy and generally s*alubrioiiSj except for n month or two- 
after the rain when malaria is prevalent. Tl\e tcmpeiaf nrc in the shade ranges between 53° P. and 
10S°r. The annual average minfall is from 23 to SO inches. 

The college building ia beantifnlly situated about 300 ydh. away from tbe city '\valls in an^ 
open space. From the terrace on its roof a magniGcent panorama meets the eye, including tbe city 
of Janagadh with its imiTOSziig buildings, tbe sacred Girnar and Da tar hills and extensive plains 
on the western side stretching far away towards the hnri/on. The college grounds cover about 
12 acres of land and are bounded by a low stone wall. The building itself occupies 3,272 sq. yds. 
and in tbe open space surrounding it are two cjb'kot giouixK and two tennis oourfs. 

The college is a two storeyed bnilding facing tlic cabt. and is 201 ft. long, 05 ft. in breadth 
and 108 in height. It can be dmded into three pail'- tmnsv<*r.sely, the two wings for cla‘;s rooms 
and a central lecture theatre, w'hich is 100 ft. long, ft broad and 5S fL high. Tiie wrings 
contain 1C classrooms, each 30 ft. long, 20 ft bioad and 30 ft. high. On three sides of the* 
lecture theatre theie projects a wooden galler\ 1 ft. wide. Each room is provided with throe doors 
and two windous, thus ensuring sufRcient light .ind ventilation 

The struetuie is made of Junagadh stone, simibr to Poi bandar hut warmer in colour. Thc- 
central hall, which is the largest in Katliiau.ir, is paved with Italian white marble with an 
ornamentation in the centre and border of black niarlile. 

The plinth is 5 ft. above the level of the ground \ veniudnh 10 ft. wide runs all round the 
Duilding. Each wing is decorated with three oinameiifcd domes, each 09 ft. from the ground, while 
in the centre there is a more elaborately designed and Importing dome 105 ft. from the ground. 

Of the 10 class rooms, eight rooms in the northern wing are at present occupied by the higlr 
school, and the remaining rooms, including the central hall, are used by the college. 

On the ground floor are the science rooms, including a lecture room, an experiment room, a 
room for practical work by students, and also tlic B.A. class room. On tbe second floor are the^ 
previous and the intermediate class rooms, the principal's room, the office room and four small 
private rooms for the use of the professors. 

The large hall is used as library, reading room, and examination hall. It is well suited for 
these purposes, being extensive, well ventilated and well lighted. There are at present 10 large 
hook-cases filled with reference works and other books of general information, and the State- 
annually grants a sum of Bs. 1,500 for the purcliase of books. 

A like sum is given annually for the purchase of physical and chemical apparatus and 
chemicals for the science depaitnient. The University Committee of Inspection, which visited the- 
college in 1906, recorded its opinion that the institution was adequately equipped for the teaching 
of science np to the B.A. standard, and since that year there have been ceriain additions to the 
scientific apparatus ; and a combustion chamber, water installation and eleven new sinks have also- 
been provided. 

Tn connection with the college fhei*e .ire two very useful institutions — a student's debating 
club and a gymkhana. 

Towards the west at a few ^-ards' distance fiom the college building is situated a fine house 
for the principal, surrounded by a garden. Towards the south-east and not far from the college 
are the hostels with accommodation for 72 students and three professors. These hostels are situated 
on open high ground and are said to be tbe finest in the presidency. They wei'e built at a cost or 
Rs. 70,000. The students' quarters contain 3C furnished rooms each 14 ft. long, 12 ft. broad and 
19 ft. high with a 7 ft. wide verandah both in the front and in the rear. Separate cook rooms 
and dining rooms are provided for students of different castes. 













UNIVERSITY LIBRARY AND CLOCK TOWER, BOMBAY. 
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Uuirersity Senate Hall and Library, Boiubaj*, 

Next to the Secretariat are two smaller buildings, both, by Sir Gilbert Scott, the first the 
Senate or Sir (’owasjee Jebangier Hall of the University, the second the University Library and 
Rajabai Clock Tower. The architecture of the Senate Hall is of an early French type of the 
13th century. The hall is 104 ft. in length, by 44 It, in breadth, with a height of 63 ft. to the 
apex of the groined ceiling, with a semi-circular apse of 38 ft. diameter, separated from the hall 
by an imposing arch, occupying a space of 7 ft. in the length of the building. The front corridor is 
11 ft,, and the side corridors 8 ft. broad in the clear. There is a gallery round three sides of 
the hall, 8 ft. in breadth, supported (jn ornamental iron brackets, and reached by staircases in 
octagonal towers at either side of the entrance porch. The facing is of Coorla hammer-dressed 
rubble in courses of 5 inches depth, pointed with Portland cement. The plinth is of chisel-dressed 
Coorla; bases, capitals, cornices, and all other dressings of Porebnnder; shafts of blue basalt, 
except in the main entrance, where they are marble. The groining is turned in buff bricks with 
Porebundec stone ribs ; the floors paved with Minton tiles, and roofs of Taylor's patent tiles. The 
Sir Cowasjee Jehangier Hall of the University of Bombay was erected from designs by Sir Gilbert 
Scott, R.A., and sanctioned by the (Government of Bombay on the 16th January 1869. The work 
was commenced on the 1st March 1869, His Excellency the Right Honourable Sir Seymour 
Fitzgerald, G.C.S.I., Chancellor; the Reverend John Wilson, D.D., F.R.S., Vice-Chancellor; 
and was completed on the 31st December 1S74, Ilis Excellency the Honourable Sir Phillip 
Edmond Wodebouse, K.C.B., Chancellor; the Honourable James Gibbs, C.S,, Vice-Chancellor. 
The work was carried out under the immediate orders of LieutenantrColonel J, A, Fuller, R.E., 
from March 1869 to May 1871 ; J. H. E. Hart, M. Inst., from May 1871 to November lS7ji; 
Colonel J. A. Fuller, R.E., fiom November 1872 to December 1874, Rao Sabeb Muckoond 
Bamchunder being Assistant Engineer in charge. Sir Cowasjee Jehangier, Kt., G.S.I., contributed 
Rs. 1, 60,000. Estimate as sanctioned Rs. 4,15,804 ; actual cost, Rs. 3,70,389. 

Among the public buildings that have been erected in Bombay, the University Hall stands 
pi*e-emiuent, both as I'egards the purposes for which it was erected and the beauty of its architect 
tiu'e. The general appearance of the University Hall is pleasing, as might be expected in work 
from the hand of Sir Gilbert Scott. An air of sobriety characterises the whole design, and few will 
deny that it bespeaks the purpose for which it is intended. The open staircases are novel in idea, 
but it has been found necessary to protect them during the monsoon. The porch is an elegant 
addition to the building, and being placed at the north end affords sufficient protection to the 
entrance doorways, though the arches are carried up to the highest point the horizontal cornice 
would allow. The four spirelets are not merely ornamental as might be supposed, for up to a very 
short distance of the termination of the square they contain the stone staircases thai. lead to the roof 
gutters, and the additional weight obtained in the case of the turn southern ones acts as a counter- 
poise to the thrust of the large interior arch. The finials that terminate them at the apex, being 
seen against the sky, are conspicuous features and are well proportioned. 

The interior of the building, ai'ched over by massive ribs of stone and presenting one unbroken 
line of vaulting from end to end intersected only from the apse by the large arch, conveys to the 
mind a sense of some grandeur ; while the stained glass with which the windows are fitted gives a 
feeling of richness. 

Univenii^ Lihrart/. — ^The University Library and Clock Tower was also designed by 
Sir Gilbert Scott, and carried out in the same manner as the University Hall hy detail drawing 
piuvided by Mr. Slolecey, the resident architect. The ground floor contains two side rooms, eacli 
56 J ft. by SO ft., a central hall 30 ft. by 27^ ft. and a staircase vestibule 28 ft. square, 
projecting to the rear in an octagonal form, whilst to the west front is the tower, forming 
a carriage porch 26 ft. square, inside measurement, and 36 ft. outside, so that the walls are each 5 

n 
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ft. thick. The total length of the building is St Along the west front is an open arcade 14 ft, 
wide with round open staircases at either end^ leading to the floor above* The arcade is groined in 
quadrapaitite vaulting in Porebunder stone. The upper floor, which is devoted to the UlirarT and 
reading room, consists of one room extending the whole length of the building, its measurement 
being 146 ft. by 30 ft. and 32 ft. to the apex of the arched feak^panelled roof that covers it. 
Over the carriage porch there is the tower which forms such a conspicuous feature in the panorama 
of Bombay, and which is 2S0 ft. high from the ground to the top of the metal finial. The height 
of the first stage where the square form is changed is 6S ft., the second stage to the top of the tower 
118 ft. and the third stage to the top of the finial 9*1 ft., total 5SS0 ft. The height to the centre of 
the clock face, which is 12 ft. 6 in. internal and IG ft. 6 in. external diameter, is 1G7 ft. The clock 
face is illnminated by light at night-time, a jet of the light being always kept burning, so 
that hy a mechanical arrangement it can be turned ou at a certain boar by the machinciy itself. 
The staircase octagonal vestibule is groined in Porebunder stone, the ribs sprin^ng from corbelled 
dwarf columns. The landing to the staircase, which is 9 ft. wide, is also groined underneath, the two 
cross aiches springing from the c.'irvcd corbelled heads of Homer and Shakespeare tliat are ingeni* 
ously carved out of the capitals of the two large columns supporting the wall above. The large 
windows that light the staircase, as well as the windows of the library, are all glazed with stained 
glass obtained from the studio of l^lessrs. Heaton Butler and Bayno of London. Amongst the items 
especially worthy of notice is “ the peal of joy bells" contained in the open spirclet of the tower, 
which, together u’ith the clock, lias cost about Bs. 30,000. Fifteen feet above the gallery, in 
niches cut in the pillars which form the comers of the octagon, are large figures, each S ft. high, 
representing the different races and costumes of "Western India, and higher still, some thirty odd 
feet above the gallery, where the octagon ceases and the cupola commences, are another series of 
figures of the same description, standing out boldly nt the top of the pillars supporting the angle 
ribs of the cupola. These figures, u hich have been modelled by Bao Bahadur Muckoond Bam- 
chunder, the Assistant Engineer in charge of the work, and carved on the spot out of Porebunder 
stone, are very accurate representations of the peculiar types of face and dress which are noticeable 
amongst many of the numerous < astes included in the native communities of the Bombay Presidency. 
From the top of the octagon the cupola gracefully rises about 52 ft, to a point, on which is fixed 
a large round l>all. The original plan contemplated a crowniug feature of ornamental iron work, 
but this has been dispensed with. The lihiarj- ^Yas estimated at Bs. 2,80,748; the tower at 
Ks. 2,17,345 ; and the total cost of the building, Rs. 5,47,703, has been more than covered by 
Mr. Premchund Roychund's gift in 1SG4-G5, of four lakhs, and the interest thereon. 

The complete inscription on the tablet in tbe University Library, relating to the construction 
of the tower, is as follows ■— 

I'he University Library and Rajabai Tower was erected from design by — 

Sir Gilbert Scott, R.A., F.S.A., F.R.I,A., and sanctioned by the Government of 
Bombay on the IGth January 18G9. 

The work was commenced on the 1st IVlarch 1S69, His Excellency the Right Honouxahlc 
Sir Seymour Vesey Fitzgerald, G.C.S.I., Chancellor; Rev. John Wilson, P.R.S., 
Vice-Chancellor. The work was completed in ETovemher 1378, His Excellency 
the Honourable Sir Richard Temple, Bart. G.C.S.I., Chancellor ; the Honourable 
James Gibbs, C.S., F.R.G.S., Vice-Chancellor, The work was canied out under 
the immediate orders of Lieutenant-Colonel J. A. Fuller, B.E., from March 1869 
to November 1871; J. H. E. Hart, Inst., C.E., from May 1871 to November 
1S72; LieutenantrColonel J. A. Fuller, R.E., from Hecembei 1872 to November 
1S7S; Rao Bahadur Mnekoond Ramchnnder being Assistant Engineer in charge. 
The entire cost of the building, together with the clock and chimes, was con- 
tributed by !Mr. Premchund Roychund, J.P." (From Maclean’s " Guiile to 
Bombay.") 
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Tlie Presideiicj’ College, Calcutta. 

This has been developed from the old Hindu College founded by Indian liberality in 1816 
and so reorganised in 1853 thafc the senior division was thrown open to students of all races, 
castes, and creeds under the title of the Presidency College, and under the management of the 
Council of Education, while the junior division was retained as the Hindn school, also under the 
management of the Council of Education, but with its exclusive character recognised and guaran- 
teed by Government. The new college was at first housed in the western wing of the old Hindu 
College buildings bnt rapid growth soon rendered these premises insufficient, and the present 
building was erected during the Lieutenant-Governorship of Sir George Campbell, the foundation 
stone being laid in 1872, and the college opened in 1874 by Lord Northbrook. At various 
times the introduction of new subjects, and new theories of educational requirements, have led 
to additions and alterations, and at the present time preparations are being made for the erection of 
large additional laboratories. 

The building is a three storeyed block, facing south, at right angles to College Street, and 
with a wing, also three storeyed, running north from each extremity ; it consequently forms three 
sides of a square, the fourth side being completed by a one storeyed physical laboratory, and the 
enclosure being occupied by two recently erected one storeyed zinc buildings of a temporary 
nature^ to serve as additional laboratories for chemistry and physiology. The building is every- 
where one room deep : on the inner side a verandah on each floor runs the whole length of the 
main block and wings, on the outer side the main block has a verandah on each floor, hut the 
wings have none. The verandahs are wide and of stone; they are supported by masonry pillars, 
which add greatly to the appearance of the college, though it is so hemmed in by its surroundings 
as seldom to strike the eye of the passer-by. In the same compound about 80 yards south of the 
college is the Hare School, also with its left flank on College Street. 

Communication between the floors is by a wide stone staircase in the centre of the main 
block ; there is also a narrow iron spiral staircase at the northern extremity of the east wing. 
Almost the whole of this wing together with the middle floor of the west wing and all the 
additional buildings, is given up to science, chemistry, physics, geology, and physiology. The 
rooms for the Arts classes occupy the remainder of the middle floor, which contains also the 
principalis room, the office, the record room and the professorsi common room ; while the ground 
floor finds space for the library of about 30,000 volumes, and for the students^ common room, which 
is no larger than an ordinary class room and certainly is too small for its purpose. The college 
grounds contain no space or convenience for recreation, and the building itself offers no convenience 
for general college meetings, except that three class rooms on the top floor can by great labour 
and inconvenience in moving wooden partitions be thrown into one hall, bnt of ill-shape and 
poor acoustic properties. The prinicpaPs room is used as a council room for sitting of the college 
council, while general college meetings have once or twice recently been held by special permission 
iu the neighbouring University Institute. 

It will thus be seen that increased accommodation is greatly needed. This is due in part to 
the development of the science side of the work, and in part to the great increase in the number 
of students generally. By recent orders the limit has been set down as 050 (at present the 
numbers are just over 700) ; but even so it is difficult to find mere class room accommodation; and 
better facilities for private reading and corporate life are being zealously discussed, but would 
seem at the best to be unattainable for many years to come. In spite of the disproportionate 
part of the buildings allotted to class rooms and laboratories for science subjects, the laboratories, 
though well-equipped, are overcrowded, while the number of moms reserved for teaching in the 
Arts subjects is unduly small, and there are but three small private rooms in which students can 
attempt any reading apart from lectures, or professors interview their pupils and develop anything 
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Tlic Eden Hindu llostcl; Calcutta. 

Witli the exception of a temporaiy effort more than sixty years ago^ nothing was done for 
the convenience of mufassal students iu Calcutt.!^ until in the eighties^ at the instance of the 
Lieutenant-Governor and a few prominent Indian gentlemen, public subscriptions were invited 
for the building of a hostel. Eighi.y thousand rupees were contributed within a short time, the 
Raja of Mahishadal leading the wa}'’ with .a gift of thirty thousand ; and the Eden Hindu Hostel 
was built in Peary Charan Sarkar's Street, tbe foundation stone being laid by Sir Stuart Bay ley. 
A three storeyed block has since been added by Government. As the hostel was built at public 
cost, 40 students from colleges, other than the Pi-esidency College, were at first admitted. But of 
late the privilege has been withdrawn by arrangement, and the hostel is now the residential 
annexe of the Presidency College, in charge of the principal, who is assisted by a committee of 
wardens cbosen from among the college professors. The hostel superintendent, who has his quarters 
in the buildings, is also one of the professors. 

The building is on the south side of Peary Charan Sarkar's Street and a few minutes’ walk 
from the college. Directly north is the buslee recently acquired for the college lahomtory exten- 
sion; to the east is a piece of ground recentl 3 »^ acquired and cleared by the University, and 
adjoining the Senate House ; to the south is a hostel attached to the j^Iedical College ; to the west 
is a residential quarter and a garden owned by the Public Works Department. 

The hostel is built on the four sides of a grass quadrangle, whose dimensions are approximately 
40 yds. by GO yds. j this is used for games, and at times for dramatic performances or other assem- 
blies. The quiidrangle is clear of buildings, except in the south-west corner where a single 
storeyed dining hall has been newly built. 

The illustration show.s the ground plan of the norili and west sides. 

Of the four sides, the north, which is the front, the east, which is the new block built by 
Government, and the noi*th half of the west, are residential quarters : the south half of the west 
wing is occupied by dining rooms and kitchens : the west half of the south side is occupied by a 
dining hall, hospital, and servants’ quarters, the rest being taken up with sanitary conveniences. 
Thus buildings occupy 3^ and residential buildings of the four sides. The east wing is three 
storeyed, the rest of the buildings two storeyed. 

The only entrance is the gate in the north block. The gi'ound floor is everywhere raised by a 
masonry plinth of about 3 feet in height. Each floor has a wide verandah running the whole 
length of its inner side, and a covered way connects the south comer of the east block with the 
small south block. Communication between the floors is by stair'cases in the east and west 
"wings. 

In the design of the residential quarters two principles are involved. The older portions of 
the buildings contain no single rooms, but only rooms for the joint occupation of two, three, or 
four students. The new block contains many joint rooms; but half of each of its floors consists of 
two large rooms, subdivided by wooden partitions S feet high, into a number of small rooms for 
single occupation. These rooms which number 24 on each of the three floors, have certain 
disadvantages of light and ventilation, but they are nevertheless the most popular rooms of all. 
‘They are arranged on each side of a narrow centml conidor; those on the inner side consequently 
open on to the verandah. 

The number of students’ rooms is 153. Their dimensions vary. The single rooms ali’eady 
referred have floor spaces 08*3 sq. ft. and height 13' 3 ft.; of the other rooms on the same 
wing 2534 by 13 J may be regarded as typical measurements. In the north block the average 
measurements are, on tbe ground floor 353 by 14i, on the upper floor 340 by IG. There are 
eight dining rooms, reserved with one exception for Brahmins, Kayasthas, and Vaidyas 
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respectively*, Tbej vary in size : 47 by IG by 14 ; 30 by 20 by 1*J^ ; 29 by 20 by 16 ; 41^ by 17 
by IG ft. are some of tbe measurements. 

The accommodation is for 2G2 students, a superintendent and an acsistant superintendent. 
Tbe internal organization is by wards, of which there aic five ; the three floors of the east block, 
the giound and upper floors of the icst of the building. Each ward is under the charge of a 
visiting warden : matters of routine nic attended to by a uard prefect, who is chosen from among 
the residents of tbe ward, and is gi anted certain privileges. Ward meetings arc held either in 
tbe small common room in the north corner of the ground floor of the cast block, or on one of tbe 
wide verandahs ; other general meetings me held in the open quadninglc. 

The building is of red brick niid has no pretensions to nrchitectuml distinction. Being some 
little distance from tbe main tliorongbfaro, it enjoys a quietness denied to the colleges in tbe 
neighbourhood, and the disappcniunce of (he neighbouring bustec promises increased comfort and 
healthiness. 
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Calcutta illadvasalii 

The instituiioii was foumletl by Warren Hastings in 1781 with a view of enabling 
Muhammadans of Bengal to acquire such knowledge of Arabic Literature and Law as would qualify 
them for the Judicial Dopartment. The college is under the control of the Director of Public 
Instruction of Bengal. It consists of three departments, w., the Arabic department, the college 
department and the Anglo-Persian department. 

In the Arabic (le 2 )arlmcnt Iiadis, tafsir, liisloiy, logic, rlietoric and Muhammadan Law ai'e 
taught. 

The college department is a second grade college and teaches up to the intermediate standard. 
Por teaching pmposes it has been amalgamated with the Presidency College, the Jladrasah 
students attending the former college for their lectures. 

The Anglo-Persinn department is a collegiate school and teaches up to the Matriculation 
standard. 

The college building, which is antlijualed in style, has two storeys. It covers an area of 6 
bighas 5 cottahs 11 chitlacks 0 sq. ft., of wliicli £ bighas G cottalis U chittacks 4*0 sq. ft, are in 
the occupation of the college. Tlicre is a spacious quadiu-nglc inside the building, encircled by 
wide vemndahs on four sides. There are also two wings attached to the main building, one on the 
eastern and the other on the u'cstcru side. The cast wing is used for class purposes and the west 
wing is occupied by the Moslem institute which is a cluh for Muhammadan graduates and 
undergraduates. It contains a largo commodious hall and two rooms, and is fitted with electric 
light. There is also a library attached to tliis club. A quarterly literary magazine is published 
by the managing committee, 

Tliere are altogether 30 rooms, all well ventilated. The periodical examinations are conducted 
in the eastern wing and the verniulabs, 

The libmiy which comi>rises rooms of the total dimensions of about 82 ft. by U ft., 
contains about 7,000 volumes including a valuable collection of Arabic and Pemian manuscripts. 

The sauilaiy arrangements of the building are good. 

There is an open air gymnasium on the eastern part of tlie outer quadrangle. 

The college, besides having a number of outliouses for somiits'' quarters, contains a hospital. 
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LUiot iiradrasali Hostel, Calcntta. 

The Elliot AEadrasali Hostel is situated in Welleder Square north, just opposite the Calcutta 
Madrasah. It is a three stoiejed building, the foundation stone of which was laid in the rear 
1895, and it was named after Sir Charles Elliot, the then Lieutenant-Governor of Bengal, by 
whose efforts the sanction for this Muhammadan institution was obtained from Government. 

The main building is jectaugular measunng 112 ft. from south to north and 101 ft. from west 
to east. The chief parts of it consist of two wings stretching from south to north, joined together 
at (he southern end by a block running from east to west. Thus the building has only three 
sides, i 'Z , the southern middle block, and the eaotem and the western wings. At the northern end 
there is a small giab*? plot 95 ft by 57 ft. used as a tennis court by the boarders. The main 
entrance U on the southern side, and in fiont of it there is a triangular plot of land. The 
building contains 41 rooms in all, of which 39 measure 10 ft, by 14 ft., and two measure 16 ft. 
by 8 ft. The former accommodate four hoarders each, and of the latter, one on the 3rd storey 
accommodates two boaidere, and the other, on the 2nd stoiey, is used as the visitors' room. 

The boarders are supplied with bedsteads, book racks, almirahs, wall brackets for hanging 
clothes, tables;, chairs and lights. The lamps have incandescent burners which are lit at sundown 
and are all extinguished at II o'clock each night. 

Each room is well ventilated and furnished with sky-lights, clerestory windows, with swing- 
ing glass-shutters. 

There aie three kinds of accommodation. The rooms facing to the south which are six in 
numbei, are called 1st cla'^s, and occupants are charged at Rs, 3-S per head; those facing north- 
wards and numbering four are named 2nd das'; and occupants are charged at Rs. 3, while the 
intermediate ones numbering 12 are termed Sid class with a rent of Rs. 2-8 per head. 

The accommodation is for 134 students, 22 1st class, IG 2nd class, and 48 3rd class, and 48 free. 

In 1908, according to the new regulations of the Calcutta University, the college students 
weie separated from the school and Arabic students. The ground floor and the eastern and 
southern sides of tho second storey aie given to the latter ; while the third storey and the western 
wing of the second storey are reserved for college students. 

There is one dining room for the school department on the giouud floor in the eastern wing, 
and two dining rooms for the college department on the same floor in the western wing. 

The staircase for the college students runs directly fiom the ground to the third storey 
through the western wing of the second storey, and is situated on the southern end of the build- 
ing just by the side of the gateway. 

The stairs for the school students are situated within the building at the south-east comer 
and only runs from the first to the second storey. There is also a winding staircase situated in the 
south-east angle of the so-called quadiangle. 

The superintendent's quarters and ofBce, consisting of two rooms, a hath room, and a pio- 
jecting verandah, are situated on the second storey, in the south-west comer of the building, and the 
aesistaut superintendent has been given a room on the third storer. 

The western w ing of the second storey is named after the late Nawab Bahadur Abdul Latif, 
C.T.E., the w'ell-kuown leader of the Muhammadans in Calcutta. 

In front of the rooms there is a verandah 8 ft. 6 in. broad, supported on cast iron pillars 
and protected with iron railings. The roof is supported on steel girders and joists, and the floor 
is uniformly paved with concrete. 

There is also a pump by which water can be raised as high as the third storey, and on every 
storey there are taps. The latrine and the bath sheds are situated on the north-east corner of the 
building in the same compound, and are walled and roofed with corrugated iron sheets. 

The kitchen is situated outside the hostel in the hladrasah compound. Ifumerous water taps 
are fitted at convenient places, and three reservoirs have been placed to supply water when the 
cnrreiit is stopped. 
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The Patna College, 

The college is situated on banks of the Ganges and commands from the riverside a fine view, 
the land towards the Ganges, one acre in extent, being laid out as a garden and a tennis court. 
In front of the building there is a large play-ground of eight acres which is divided up into a 
football field for the college and another for the collegiate school. 

The main building of the Patna College consists of an old block, which is said to have been 
a Dutch factory, to which two wings were added in 1S71 and 1880 respectively, and a portico in 
188^. All these are two storeyed. Attached to these by a long covered passage is the science 
laboratory, which is one stoieyed and was built in 1882. 

The laboratory buildings contain a largo lecture theatre (semi-circular rectangular portion 
44 ft, 2 in. by 11 ft. 11 in., semi-circular portion 44 ft. 2 in. by 22 ft. 1 in.) with rising tiers 
and benches capable of holding about 150 students. The other rooms are fitted up for practical 
classes in chemistry and physics, but it is proposed to build two big laboratories for physics and 
chemistry which will serve for the Patna College, Biliav School of Engineering, and the Temple 
Medical School, on lands which have already been acquired by Government. The fittings of the 
present laboratory arc therefore temporary. There are, however, water and gas hid on to the 
different rooms. 

In the main building, the upper storey contains a large hall (98 ft. by 28 ft. G in.) which is 
used for holding one of the bigger classes but also serves the ])urpose of a Town Hall for Bankipore, 
where all public meetings are held, as there is no other hall equally large in the phee. 

The libraiy has recently been pi*ovided with sky-lights and shelves built on to the walls 
leJiving tlms a sufficient space in the middle for the use of students who wish to read in the 
library. 

There is a common room on one of the wings which is also used as a reading room and a meet- 
ing place for social gatherings, etc. 

The other rooms are the portico room (29 ft. 8 in, by 26 ft.), three other rooms on the wings 
used as class rooms, professors^ room (23 ft. 3 in. by 19 ft. 2 in.;, principal’s room (23' ft. 3 in. by 
19 It. 2 in.), ollicG (21 ft. by 19 ft. 2 in,) and another class room (36 ft. by 19 ft.) ; a verandah 
runs all through the building facing every one of these rooms ns well as of the back of the hall 
(facing the Ganges) . 

In the lower storey the hall and other rooms corresponding to those above are rather dark. 
They arc used for the Patna Collegiate School. It is proposed however presently to remove the 
school to a different building and use the rooms so far as possible for tutorial and other classes of 
the college. 

It has been proposed, and the proposal has received the sanction of Government, to extend the 
college by the addition of a Hindu and a Muhammadan hostel with superintendent’s quarters and 
a gymnasium. These have already been Ijuilt, Tiiore will also be quarters for the pnncipal and 
one of the prolessors and a science building, for wliich lands have been acquired and plans and 
estimates sanctioned. Further, the whole of the foreshore of the Ganges adjoining the college and 
the wariouB hnildings proposed to be constiiioted lias been acquired by Government, and it is there- 
Tore expected that du the course of a few years the Patna College will possess the best site and the 
most complete set of buildings in tlio occupation of any educational iustitutionn Bengal. 
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To the laboratories are attached a piiiniiing house for supplying water and a hlansfield oil gas 
plant with a gas holder of about 300 cubic ft, capacity. 

The laboratories are well stocked with a2)paratns and chemicals, some of the former being of 
very superior quality. They are worth about Rs. 30,000, 

The college compound is surrounded by fencing. The front of the buildings is laid out as a 
garden with a low wall round it. There are a gymnasium and several football and cricket grounds 
and tennis courts in the compound. 



28 


COIXEGES AND rNlYEUSITY BUILDINGS. 


lloc^hly Colleire. 

The house now occupied bj the college was built by General Perron in ISIO, In 1S87 ii 
was purchased by the Commilfee of Public Instruction at a cost of Ps. 20,000 for the use of the 
institution known as Mohamed ^lohstn^s college. 

The present bnilding consists of seventeen rooms on the giound floor, tw’o of which are very 
dark and not suitable for teaching purposes, and flfteen looms on the flrst floor which is similar to the 
ground floor except that the hall (73 ft. by 35 ft.) occupies the space corresponding to the three 
central rooms of the ground floor. Some of the verandahs have also been enclosed and are used 
as class rooms. There is besides a small one-stoieyed block of four rooms on the northern side 
of the main building. This is occupied by the chemical laboratoir. 

Of the rooms on the first floor seven only aie in possession of the college, four being used 
as class rooms, one as the office, one a*i the principal's room and one as the students' common room. 
Three of the smaller classes are held in the college hall. An open veiandah to the east of the 
hall serves a common room for the professors. On the giound floor two rooms are occupied by the 
library, which contains nearly fen thousand volumes, and three are ufilBed as the physical 
laboratory. The remaining rooms are occupied by the Hooghly Tiladrasah, the Hooghly Collegiate 
School and by tbe principal of the college who is in charge of all three institutions. 

Generally speaking the accommodation is neither suitable nor adequate. For example, the 
hall in which three classes are held serves as a common passage not only for the college classes 
but also for those of tbe ^ladrasab : and many applications for admission have to be refused for 
want of room. 
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Jliiiv Central CoUe«'e. Allaliabad, 

The foundation stone of the Jluir Central College was laid bj His Excellency Lord 
'Northbrook on December 9th, 1873, Sir William Muir being at the time Lieutenant-Governor. 
'The college was opened by His Excellency Lord Dufferiu in 18SG during the Lieutenant- 
Governorship of Sir Alfred Lyall. The total cost of the buildings at the time of the opening 
.amounted to nine lakhs of rupees, the buildings then ready being the hall and the tower, the 
four lecture j’ooms and library forming the west side of tlie quadrangle, and five smaller 
rooms forming part of the nortli side opposite the liall. Since tliat date there have been 
successively added to the buildings a wing comprising three large lecture rooms and five smaller 
rooms, completing the north side of the quadrangle, added in 18S7 ; a physical laboratory, complet- 
ing the west side of the same, added in 190*3 j and a chemical laboratoiT of similar proportions to 
’the physical laboratory, in a sejiamle building parallel to tlic north wing, added in 1903, The cost 
•of these additions has amounted to lls. 3,23,850. To complete the quadrangle according to the 
original plan of the architect, Jlr. (now Sir William) Emerson, a museum is required in the eastern 
Jialf ofthe south side, balancing the hall in the western half. In a note on the design for the 
-college, dated January 5th, 1873, Mr. Emereon wrote The question of omitting the museum 
is a question witli wliicli I, of coui'se, liave nothing to do, though I quite agree in con- 

sidering it very important ; also from an art point of view it will be very mucb better to have a 
group of the hall, lihraiy, museum and tower than only ihe two and tower.” Plans for a biological 
laboratory, sepainte from but continuing the line of the chemical lahoratoiy, are ready, and funds 
ior building them will, it is trusted, shortly be provided. 

The main buildings form an unfinished quadrangle enclosing a court about 350 ft, long by 
170 ft. broad, tl)e gi’eatesfc outside length being about 400 ft., and the greatest breadth about 
350 ft. The tower is nearly 200 ft. high. The following are the dimensions of the chief portions 
of the college buildings: — hall, 83 ft, by 36 ft.j library, 05 ft. by 34 ft.; physical labomtoiy 
theatre, 45 ft. by 30 ft, ; physical laboratory iwactical room, 45 ft. by 30 ft. ; chemical laboratory 
theatre, 40 ft. by 30} ft. ; chemical lahoialoiy practical room, 55^ ft. by 30 ft. 

With regard to the design of the building tlie architect in the above-mentioned note of 
January 5th, 1873, stated that in the general idea of the arcades or corridors he had followed the 
best Indian Saracenic of the provinces whilst slightly hoi’se-shoeing the arches, and in the tower 
he had followed the feeling and idea of the Cairene style. The hall, lower, and library are built 
o£ stone throughout, and the main trails of the lecture rooms forming the quadrangle are of brick 
faced with stone. The stone chiefly used in the constraction is yellow for the outside work and 
white for tlie inside. The yellow stone came from Mirzapur, and the wliite from Sheorajpur 
in the Allahabad District. 

The buildings stand in the middle of an irregular plot of ground, of which the greatest 
length is about 700 yds, and the greatest breadth about 500 yds. There are in the grounds, or 
in the immediate neighbourhood, both college and uuivereity hostels providing accommodation 
for about 250 students. 
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COLLEGES ^vyi) rXIVERSn’l' El’ILDINGS. 


MaeDounell lliiKlu Ilnanlius n«usi*, Allnlialiail. 

This hostel is intended for the accommodation of Hindu students of the Muir Central and 
other colleges in Allahabad. Prefeience, however, is given to the students of the Muir Central 
College to which the majority of the students residing in the hostel usually belong, and which 
faces the hostel towards the east. 

Ever since the opening of the jSInir Central College, and more especially after the establish- 
ment of the local University in IS57, Allahabad has continued to attract an ever-increasing 
number of students who come to receive their education from all parts of the United Provinces, 
the Central Provincei>, Eebnr and Kajputana. The absence of snifable accommodation for such 
students, where they may reride under adequate supervision and in healthy surroundings, bad 
long been felt. To meet this want a few Hindu noblemen and gentlemen of the United Provinces 
decided to form themselves into an association with the object of collecting subscriptions for 
the hostels. The total amount of subscription promised up to date is Rs. *2,09,365, exclusive of 
the Go^ eminent grant of Rs. 50,000; of this amount, including the Government grant of 
Rs 50,000, the sum of Rs. 2,12,707 has already been collected. The society is continuing its 
work of obtaining additional promises of subscriptions and donations, and of collecting the money 
already promised. 

SfVe of the Iiosfei , — ^The hostel is centrally situated in the civil station of Allahabad. It 
faces the fine building of the Muir Central College. The Alfred Park and the Tbornbill Libiair 
and Majne Memorial are at its south-east corner. The Mayo Hall and the Roman Catholic 
Cathedral are within a few hundred yards of it, and the house intended for the offidal residence 
of the Principal, Muir Central College, adjoins the northern boundniy of the hostel compound. 
The site is a dry and w^ell-drained one and covers 11 acres 1 rood 5 poles. 

At present the front block only of the hostel has been completed. It is a two storeyed 
building 878 ft. long and 119 ft. broad at tbe centre and 53 ft. at the ends. The Balinmpore 
Hall is 60 ft. by 35 ft., and the ceiling is 36 ft. above the ground fioor. The verandah on 
either side of the hall is 12 ft. broad with a spacious covered portico towards the east (24' ft. 
by 33 ft.). There is a spacious gallery runnin’g all round the hall, the entrance to which is from 
the second storey of the building. The provision for light and air is excellent and the acoustic 
properties of the ball good. On each side of the ball are two large rooms (2S^ ft. by IS ft.^. 
One on tbe ground floor and the other above it on the first floor, which are intended for the- 
residence of the superintendent, the office, and for holding tutorial classes to help students in 
any special subjects in which they may require assistance. Over the portico 'there is a large room 
28 ft. by 24 ft. used at present as tbe hostel dispensary for keeping medicines and accommodating 
sick students of the hostel. Tlie students’ quarters run towards the north and the south of 
the hall. There are 28 rooms 14? ft. by 10 ft. and 4? rooms 14 ft. by 14 ft. on the ground floor 
and the same number of rooms on the first floor. The smaller rooms are intended to accom*- 
modate one student in each room and the larger rooms are meant to accommodate two students 
in each. Each room is prorided with two almirahs in tbe walls in which the students can lock 
up their things and keep their books. Each student is supplied a chair, a bedstead and a set 
of wall pegs, and he purchases any additional furniture he may require for his use. In addition 
to this building there is a bungalow in the compound which is used at present to accommodate 
students. The space in front of the main building is laid out as an extensive lawn which is used 
as a recreation ground. The foundation stone of the building was laid by Sir Antony MacDoimell 
on 29th July 1901 (and with his permisrion the hostel u*as then named after him) and it was 
formally opened by Sir James Uigges LaTouche on the 9th J^ovember 190G. The compound is 
enclosed on all sides by a brick wall with three gateways for entrance and exit. The building 
bas been constrncted tbronghout of first class bricks and mortar on broad foundations laid on a 
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Tvell consoliflated concrdo baecmoiii, wifcli jmcha tomocd rooE rcaling on iron girders, t\. ten feet 
TCi*andali runs all romid tlie-bnilding. The names. of donors of Ks. 1,000 and more arc engraved 
on marble tablets affixed over the rooms. 

Manageweni of iU hosiej. — ^I'hc hostel is licensed by (ho Univereit}- of Allahabad under its 
regulations. Tlie principal of the !Mnir Central College is the e.r-offtcio visitor of the hostel. 
Each student residing in the liostcl has to pay a fee of Rs, 2-8 jicr month besides the admission 
fee of Rs. 2. There are on an average one Inindred students ahvays living in the hostel. 

The lihinry contains at present very f^'^v hooks but it is proposed to pnrelw.so llie nccc.ssaiy 
books of reference at on<-c. The reading room i«s supplied with a few selected newspapers, 
magazines, and periodicals. 

The ^fuir College students in the hostel pay Jls. *!• per annum to tl»c games and sports fund 
of the college and join in the games and sports on the extensive grounds of tlie college which are 
situated across the road. Football, Iciuii^i and diunlil)eU exercises arc carried ou on the hostel 
grounds. 

The average nniinal cx]>enditnre of the hostel is abont Its. 5,000. Tlie major part of this is 
met by fees paid liy the students and the income from tbo interest on the funded and nnspont 
capital. The funded capital varies according as the promised donations. The funded capital at 
present is lls. 50,000 invested in jicr cent. Government promissmy notes besides a sum in the 
floating account to meet tlic cun'ont needs. 

The demand for accommodation in the hostel is so great that a very large number of appli- 
cations have to be refused every session. Tlic shulonls tlicmselves and ilio paients keenly appreciate 
the advantages of a residence in the hostel which is frequent!}' visited b}' the principal of tlio Hnir 
Centixvl College, who takes a ki^eii interest in it and Itelps mtioh in the maintenance of order and 
discipline. 



32 


COLLEGES rXIVERSIT\ BUILDIXGS. 


Oxford aud Cambridge Hostel. Allahabad. 

The hostel was opened in Jnlr 1909 in temporary premises, and is an attempt to introduce into- 
India the best features of an English college built upon idea of a common corporate life- 
under religious influences, such as the older foundations of Oxford and Cambridge Unirersitr have. 
The posts of warden and sub-warden are filled by graduates of these two universities, appointed 
by the Church Missionary Society, and residence in the hostel is restricted with certain exceptions 
to students of the Allahabad University. The permanent site, ck«5B to Muir Central College and 
covering more than 15 acres of land, was purchased in September 1901, and the present build- 
ings were completed in March 1903. The total cost of the fine quadrangle with rooms for fifty 
students, baths, lavatories, and lecture hall, amounted to Rs. 56,000, the greater part of which 
was raised by voluntary donations and subscriptions, though a liberal building grant was received 
from Government. The buildings are of first class pveha brick, except the partition walls which 
are kutclia-puclia. 

The students' quarters, in three detached blocks of single storeyed buildings, one room deep,, 
form three sides of a quadrangle, fenced at the open corners and on the fourth side, by an iron 
railing, thmj leaving ample room for ventilation. In the midst of the iron railing on the fourth 
side is the main gateway, which is kept locked at night. In the railings as near to the four 
corners as the structure allows, are four small gatewa}^ which are also kept locked at night. A 
small porter’s lodge containing one room {10 by l-i by 17 ft.) is situated by the south-east corner 
gate, through which alone entry is allowed after 8 p.w. in the winter and 9 r.w. in the summer. 
The warden's bungalow faces the open side of the quadrangle. 

The plinth is ^ ft. 6 in. high and supports a jullared verandah (of S ft. 6 in- wide with arches 
10 ft. wide), which runs along the front of each block on the side facing the quadrangle. The 
pillars are of pucla brick. The verandah has a sloping tiled roof from 9 ft. S in. to G ft. 8 in. 
in height, and in each archway are placed bars for the purpose of hanging clothes. In the centre 
of the main block facing east is tbe lecture hall, serving also the purpose of a librair and common 
room, and capable of seating about 200 persons (3S ft. long, 27 ft. wide, 23 ft. high). It contains 
a library and is well supplied with English and Indian magazines and periodicals. The library 
has been much improved by a generous personal donation from His Excellency the late Viceroy 
Lord Corzon on the occasion of his visit to the hostel in March 1903. 

The remainder of the quadrangle consists of 50 rooms opening on to continuous verandahs^ 
and ventilated and lighted by a large barred window in the rear and a clerestory window faring 
the quadrangle above the verandah. Over the windows are iron shades. Each nom is 10 by 

14 by 17 ft. in size and accommodates one student. The main block with the lecture hall and 
rooms for 30 students is 237 ft. long by IS ft. 3 in. wide (with the exception of the lecture hall 
which projects some 13 ft. into the quadrangle), while the two side blocks are 19a ft. long by 

15 ft. 3 in. wide. Tbe tiled roof slopes from 31 ft. G in. to 19 ft. in height. 

The lecture hall in the main block and raised towers in the middle of the side blocks break 
the monotony of the lines of the roof. 

At the end of each block is a set of baths and lavatories with small night-latrines, in which 
municipal water is laid oii as well as in certain other parts of the quadrangle and compound (see 
ground plan). Tbe latrines are situated in a separate building some 00 ft. distant fonn the 
north-west gateway (see site plan). There is also a well in the compound which supplies water for 
swimming bath, gardens and lawns. Waste water is drained away partly into municipal drains 
aud partly into a large open cess-pool at some distance from the hostel. 

The interior of the quadrangle contains six tenuis couits. Blocks of hutch a cook-houses, for' 
indiridual or mess arrangement according to the caste and wishes of the students, stand at a 
distance of about SO ft. from the south-east gatc\^'ay of the quadrangle, but hidden from view 
by the students quarters. The compound also contains ^otball, cricket aud hockey grounds,. 
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a swimming tnth and a small open-air g^mnasiuin. It is found that athletics and the common 
room are invaluable in pi’omoting ih mp^ and a sense, of coi*porate life. 

The month^s fee payable by each student is Es. ^-8, in return for which he receives a single 
room with a bed, chair and tablcj cooking room, sendees of the hostel servants, i.c., sweeper, and 
one Kahar to eveiy nine students, medical attendance and the free use of the comjuon room and 
hostel athletics— but not food nor cooking. The hostel is entirely self-supporting as regards 
establishment and maintenance charges. 



34 


COLLEGES AND rxn'EIlSITY EUILDIXGS, 


Uuecii*s Colleire. Benares. 

The Qneeu^s College at Benares was commenced in 1S49 and completed in 1S52 at a cost of 
IN. 3,00,000, of which Rs. 2,30,000 was suhscribed by the leading nobility and gentry of Upper 
India and the balance Rs 1,30,000 was found by the local Government. It was originally intended 
for holding classes for the advancement of only Sanskrit learning in Benares but siibsetiuently 
Biigliah college classes were added to it. The building has since found accommodation for both 
a Sanskrit college and an Buglish college, the classes of the former being held in the morning. 

The stiucture occupies a good position in an extensive compound of more than 36 acres in area. 
On entering by the main gate to the south one has a clear view of the main fajade of the building, 
iiuiipie in its style of architecture in this part of the country’. In the eastern part of the coniponiid 
bat sufficiently away from the college building there aie two comforiable residential houses for the 
iKcummodation of tlie principal of the college and the headmaster of the Queen^s Collegiate School. 
The whole of the northern part of the componnd measariiig roughly* 800 ft. by 800 ft. N laid out 
with fine lawns which are carefull}’' kept up by the college authorities and provide spacious grounds 
for cricket, football, tenuis, and other games. At the south-east corner of the lawns there is a small 
meteorological observatory fitted with necessary instruments which are observed everv morning. 
Near the entrance to the playground about 75 yards from the main building there stands the 
ancient Gupta pillar which was found at a rillngc called Fahlndpur near Gazipur and was brought 
to Benares and erected in its present position by the order and at the expense of the ETon'ble lames 
Thomason, then Lieutenant-Governor of the Xorth-Westeni Provinces, in the year 1858, The 
icmainiug parts of the compound are laid out as gardens and lawns, and the front and sides arc 
suimunded by Gothic enclosure walls with towers at the corners and a central gate. 

The college building was deigned by Major ^larkliatn Kit toe and also constructed undei his 
supervision in 1852. Tiic ^tntctuie is intended to be an example of Bugli&h Gothic architect 111*0 of 
the perpcudicnlar style. All the outer face work and features are in Miiznpur stone, bricks and lime 
forming the materials lor the inner walls. The external walls are mostly panelled with tracery, 
piofiisely decorated with mouldings, strengthened by buttresses crowned with fiuials richlv orna- 
mented with crockets and fiiiislicd with embattled and panelled parapets and canopies of ogee character, 
enriched with foliage typical of the stylo. ^lajor Kittoe took particular care to have all features 
and mouldings correctly executed and went so far us to model most of them with his own hands.' 

The building is single storeyed and is recta tigulnr in plan tliougli the central features lepieaeiit 
a el OSS. There is a tower in the centre, measuring 30 ft. by 29 ft. and 57 ft. in internal height, 
from which there run to the north and south two naves, each measuring 60 ft. by 30 ft, and 30 
ft, in height, and to the east mid west two transepts 40 ft. by 30 ft. and 32 ft. in height. 
This centiYil toner ami these naves and frausei^ts form a cross on the plan. The rectangle is com- 
pleted by four eeU of ola*^ roums, three in each set, parallel to the transepts and opening Into the 
naves as shown on the plan. The whole is surrounded on the four sides by veniudahs which are 
broken up by four s(piare towers at the corners and two porches with I'cstibules at the outer ends of 
the two transepts. In front of the building which faces the south there is a large ornamental fountain 
ill stone, whicli is fed from a tank concealed wiUiiii the '«outh-west tower, which also contains a well 
inside. 

The main external featurc<; of the building are also the central tower and the two naves anil 
ImUbOpts. The tower lias a pent roof with high cmbuttled parapets surmounted at the four corners 
by ornamental canopies and tm rets. The naves and transepts too have pent roofs with hoarded ceilin? 
supported by hammer beam trusses and terminating in gables and skilfully concealed from view In’ 
means of richly ornamented parapets. The clerestories of the tower, naves and transepts are perfora- 
Ictl with a range of ornamental windows with coloured glass set in lead frames, and the large window 
with tracery in the south gable contains in coloured glass an early likeness of her late 
Queen Victoria. 
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Tlie verandsili openings have ohtuselr pointed aivhes enclosed in squai-e hood mouldings above 
the crown, Ihc spandrels thus fonned being filled with floial designs. Above the hood moulding and 
below the comco there mns a frieze all round flie verajidah walls, decorated with Sanskrit, Ilbnli 
aiul English inscriptions. 

The simplicit)' of the interior picscnts a plea‘<ing contrast to the high ornamentation of the 
exterior. The walls me construcled of bricks sel in lime and jilasteind. The tower and transepts 
have wooden galleries ninning rouiul the walls abouf lialf wi\y up above the floor. The tower with 
the naves which are connected with tlm former by largo arch openings forms the hall, which commu- 
nicates witli the transepts and tlic IS class rooms tliToiigh medium sized doors lei into the partition 
w’alls, which go np to a height of only ten feet fiuin the floor, flic upper jiarfc forming the appearance 
of a gallery. The friezes above the lintels of door* loand the great archways of tlic hall are 
embellished with lliiuli and Peisian didaidic couplets, mainly from Tulsi Das and Sad^i. 

The ]aboratoric.s are provided 'uilli woiking i)0nrhes fitlcMl wifli gas and water pipe and requisite 
sinks for tlic students of practical chomistiT, 15 nt flic accommodation is considered to bo limited. 
Indeed it has aheady hecii proposed to remodel the building now occupied by the lower classes of the 
collegiate sehoo! (irhiek is situated at a di/flaace of ioiu' nvdk hom the eoIJege) and have it 

fitted witli up'-to-dalc scientific apparnfnsand ap[dianccs, There are two llliraTies for Sanskrit and 
Englisli books icspcctivcly and flic accommodni ion is hardly snfilcieut, many of the books being 
deposited in the gallciics round the transepts. The Sauskvil books and manuscripts have become so 
numerous and important that a scpaialc Sanskrit liliniry, called ‘^Princess of TTalcs Saraswati 
Dhawaua^'^ is now under const met ion at an esfimaied cost of ]ls. 1,00,000. The necossarj* funds 
have been provided by the residents of Pcnarcs 1o commcmoialo the visit of Her Boyal Highness liie 
Princess of Wales to Benares in FcbniaiT 100(1. Tim consfinctioii of a separate English library is 
.also in contemplafioiu 
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The Central Hindu Coll(^c, Benares. 

The illustrations show the buildings at the beginning of 1908. The institution was founded 
in Julv 1S9S and removed to its present site. As it is so 3’oung and still growing year hy year, the 
buildings have been, and aie being, continualh' added to. 

The total area occupied is about 10 acres, of which about 6 are reserved for playgrounds and 
•1 are under buildings. For purposes of description these latter may be taken in separate blocks. 

(1) The Sara^ivati temple block is a quadrangle about 225 ft. square. Entering by the large 
stone gateway to the north, the student comes into an open space 220 ft. by 140 ft., in the middle 
-of which rises a slender white marble temple dedicated to Sarasvati, the Goddess of learning. The 
temple stands about 3a ft. high on a granite plinth of about 5 ft. 

Behind the temple is a very large platform, all in granite, 7 ft. high, 160 ft. long and 54 ft. 
bioad. Then comes the double hall faced with scalloped stone arches and fluted stone pillars. 
This is 64 ft. by 3G ft. by 21 ft. high. At the two ends of the hall are rooms and galleries in 
three storeys. The hall is used for public functions, the daily prayer-gathering, anniversary and 
other meetings, lectures, examinations and the like. The galleries and the rooms on the lowest 
storey at the sides are occupied by the Managing Committee’s offices, stores, and shorihand and 
typewriting classes. Those on the upper storeys are used by the Sanskrit pathsala. At the south- 
west corner of the quadrangle is a room, 30 ft. by 10 ft., which is occupied by the office of the 
Central Hindu College ^lagazine, and, corresponding to it at the south-east angle, is another which, 
with a carpenter’s yard enclosed, is used for storing material and implements connected with build- 
ing work and furnituie-making. 

Behind this main hall is a set of 13 100ms of different sizes surrounded on three sides by a 
veiundah and the main staircase ; G of these rooms are in two storeys. These rooms are used by 
the college classes, and include the principal’s office, the professors’ common room, the library and 
the beginnings of a museum. The verandah has a tokil running length of over 32S ft. 

To the east of the above is the laboratoiy building, 330 ft. by 46 ft., divided into a number of 
rooms. Two of these are large halls 50 ft. by 35 ft. liigh devoted to practical work by students of 
chemistt}' and physics respectively. Two are lecture halls, 25 ft. by 25 ft., fitted with stepped galle- 
ries. There are twelve small rooms besides for separate research work. There is a gas making 
apparatus, an electric light installation, an oil engine, etc. 

To the south-west is the separate school building in two storeys with verandahs on the east 
side, comprising one hall 70 ft. by 35 ft. used for the prayer-meetings, the exanunations and such 
other functions, and 20 rooms occupied by tbe classes, the headmaster’s office, the teachera’ common 
room, the school laboratory and so forth. The hall is also used for extra classes and lessons by the 
music-master, the verandah for instructions by the clay modellmg tutor, and by the drill instructors. 
At the back of the school building there is a tiled shed used ns refreshment hall and book and sta- 
tionery depot. Another separate building is in course of construction to which the over-flowing 
lowest classes will he removed. 

The boarding house occupies the complete quadrangle, 300 ft. square. A little more than half 
-of it is two storeyed. Arch verandahs ran all round the quadrangle. The open square is kept up 
as a grass lawn, with flower beds and water-tanks. Tbe southern and western sides, which are two 
storeyed, contain the living rooms of the boarders and also a library and rending room, a prayer 
hall, a lavatory and a medicine room. These rooms, 84 in number, are of various sizes, tbe 
smallest being 10 ft. by 9 ft. and the largest are 40 ft. by 30 ft. About 130 boarders are accom- 
modated in them. In the northern row, part of which is double storeyed, are the main gateway, tbe 
^mperintendent's family quarters, a sick room, store rooms and other necessary rooms. The eastern 
range coutnins four cook-rooms with dining galleries on three sides of each, assigned respectively, 
i*cnerally speakin?, to the four main Hindu casfes. Additional accommodatiou is urgently needed. 
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At the distance o£ a fmv hundred yai’ds L’om these buildings stand staff quarter containing 
four complete sets of bachelors^ rooms, occupied by v.arious members of the stiff. 

The playgi'ound covens about G acres, and can accommodate, for the purpose of daily practice, 
four teams at a time of football, -cricket, and hockey. There is also a temjiomry thatched shed 
used for instruction in indigenous systems of physical exorcise such as wrestling, cluhs, malkhamba 
and otliei's. 

A technical dopartinentfor giving manual instruction in the working of simple, small, inexpen- 
sive machines connected with various manufaetmm is very mucli needed and is under contem- 
plation. 

The institution is afliliated lo the Allahabad University in the college depaiiment, and is under 
the Director of Public lustniction of the United Provinces Government in the scliool department. 
It is governed and managed by a Hoard of Tnistces and a iMauaging Committee, and has been built 
up from and continues to bo snppoiicd by the gifts of the public. 

The* climate of Benares is not ideal, but the college is situated at a fair distance from the town 
in open conntij. Only in one of the leu years of its existence has the boaiding house had the 
misfoiiamc to lose an inmate from disease. 

The shade tempentuve varies from 2S in (he winter nights to 115 in the summer days. The 
summer is the most trying time, hut, as tlie (*ollege and the school and pathshala arc closed in May 
and June, tlie worst part of the year is avoided for work. The winter i.s all that can bo wanted for 
hard work. The mins bring fever now and then, but nothing beyond what is usual to most of the 
healthiest parl.s of India in lliat season. 

The buildings are in all jiarts cojinccled witli llie municipal watei^works. 

The buildings of the iiistilutinii may be valued, roughly, at 11 s, 2, GO, 000 ; the scientific appa- 
ratus at Hs. 25,000; tlie libraiy, containing S,000 volumes, at Bs. 25,000; and the furniture at 
Bs. 20,000. 
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On the west of the main block already described is the cricket field, on ihe north of wliich, and 
-sepai-ated from it by the Jlorlsou road, stands the MacDonnel boai-ding liouse which contains 
17+1 + 8=30 z*ooms. The nortii wing also contains a prayer room, and tlie east wing eontains the 
'dining hall, The JjaTouclie Mnmtaz boaixling hoin?e is a similar Iinildiiigj situated on the east of 
(be MacBonuel lionsc, facing Adamji Pirbhoy Manzil and separated from it by the Morison road. 
'Tlie Jlorison court, adjoining the norlli-ea^^t wing of the main college buildings, consists of three 
sides of a hoarding house which contains 15 + ]r) + ]o=45 rooms and also a prayer room and a 
dining hall. Issuing from tlie Jforison conri gateway we come ujion a plot of land called the Gindu- 
ates' lawn to the soutli of which is the Siddoii Union Cluh. To the south-east of the Morison coiiit 
is another court called the Zalmv Ilimin Ward used to accommodate junior selioollmys. 

To tlie cast of the Jlorison court are four bungalows used for scliool classes ; and on the other 
side of the road outside the compound is another bungalow called Puller house, which is used as a 
hoaiding house. To the east of the Fuller house is ihe Englisli house formerly tlic residence of Sir 
Syed Ahmad Khan, whicli is a hoarding house for sclioolboys under an English master. 

Tliere are also six sniall bungalows inside the college compound intended for Hindu boarders 
and members of tlie Indian staff in addition to four Iningalows occupied by members of the Euro- 
pean staff. 

About three (juaifers of a mile from the college to the stmtli of the civil station and close 
to the Judge's court towards its iiojtli is the Aligarli Scienlilic Institute Iiousc, now occupied Iiy law 
students. 

• During the present year tlierc were ojiened two other huildings for college boarders, One of 
tliem, the Salieb-Bagh house, is situatod to tlic nortli-west of the Jlumlaz liouse aud provides accom- 
modation for JT) students. It is the house occupied by 3\1. Perron previous to 1808, The other 
•court forms part ol a block (under construction) called Hiiilo Khan Zaman cirole. It is situated to 
tlie norlli of the college at tlie distance of about a mile and provides accommodation for 8U students. 

Two other buildings aro under eonstrucliou to be called respectively Tassaduq Iliisul Kbau 
TIewcll boarding bouse and Abdus Shakur-Abdul Kaxim-Jumal liostcL These new buildings are in- 
tended for the exclusive use of students of the school department, and wlien, on their compleilou, 
ihe scliool eRtahlislimciit will be (ninsferrcd to them, the ilacDoimcl aud similar olbo; houses will 
ho approprialcd for increasing the existing accoinmodaiion for college stiulenls. 


No. oC college siiiduals 
No. d£ Bcliool sLmknts 
Ronrding iiouso nccoaiDiodiilioa-- 
No. of bonidcrs • » 

Mutcrial of bai|(liiig4 . , « 

Oo^t of buildings . , 


470 

475 

Sll, *11G (collcgu) jdus 808 (diool). 

(bmiitc sloiie, ixid brick and second olias bricks. 
Not nsccrfiiiimble at pi'csent, 
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.Ijrra (’nllrirr, Ajrra. 

In lS]^:i Icarncin’amlit, Gan|ral')liar Slin^liip Mnx i:ianl«'il liv the Mmlho Unn 

rt»nt<! of crrh'iin Iincl** in tho Alis.trh ninl ^Tuttni ili**!nftK fi»r tlio Ik’Ii' fit of **ronur* ;m4 
and ‘‘‘■Indents of Vedas In the Airra Cnllr-ire ua*- oj^'iied hy (iovrr«in''nl in arcnrdnure 
with wlml wa< under-tooil to he l)»e wiOi of tlie fonrnlor, Snhvfijuently noirnimeiit inerraw'd the 
cudouincnt, and nii-cd tln^ rollecreto its jire-oni ht.iln-. In the mnnaunnenf na< tnin^ferred 
from Gov'orinneni to a H(»aid of Tn^tccs. 

Tiie main jiortioii of the pro'-nnt htiildtnir w.i^orcet/d in !Si*| flie northfTii nin^ in ISI-, and 
the soutljcni winj; in ISItO. In 1^!*0 a colleplato ‘•ehchd liuilditiir ami** rriftcd immediately behind 
the eollege, Tlierc are more than 200 hri,mloiH atvomin»»da<»'d in a hostel and M'\en <man 
Imngalows, the pmiieily of tin* »*(dlei:e. 

The onllpjre oci*it|ne‘* a fine *>i<c of several acre’s ndjoininir tlie Dtnmimmd roail. It is a s»ne 
Ftnreved huildin^ faein*: almnd dm* \ie*.t niiil rxvnjninp a frontaire of nhont WO Ft. I!xecp( at the 
ventre, the depth t>f the Imildin^ i** i>0 ft. and tlie heinht alwint Iki ft. Tin* plinth is o ft. high in 
the main hiiildin^ and C ft. in the wimp'. The main Imildin*; rontains, in ndditinn to ehs*; room« 
and otficis, a hall alioiit ft. hy HO ft. hy 30 ft, Idi:li ami a lihr.m', which Is alMMt'e<l a* a 
einninitleo room, ahoiit 31 ft. hy 30 ft, TIm* wdU of the luiildinir au* of hrieli fap<-<l with cement 
]>l.as(er, the Iloors are of stone and the r4>i»f isromjKi'Cd of red samUtone slate^ n*stiiii: u|)On woosleti 
mfler*s. Tlie northern whnr, iu addilinu to rhs-: looms, contains a thcalie about o'* ft. hy 32 ft. hy 
32 ft, high with desks and henchts n..inir in twehe tiers. 

The houtlicrn wing vhich cimtaiiis the pliysic^ and ehemistry luhoratories. is SO ft. liv 
32 ft. by 3U ft. hiirh, 

A verandah vini'i lound the c<»llege except at the corner cla's n^onis. It U 0 ft. lO in. 
wide except at tlie l*ack of the library where its widtli i^ about 22 ft. 

The cla«s rooms an* 2ri ft. hiirh and niosf of them aie 31 fi. long i»y 20 ft. hiotnL The 
lighting ic llimngii nnglazed window < over the doorc, which, e\cept]in c1as< room« .«t(iintcd at the 
<»oniers nf tire hnildiug, open on to lemndaliF. 

The physi«. and ehemistry I.thomtorh*^ me snpplied with gi**- nnd water, and fitf^xl with 
work taltlis, 

A carpenteiv* workshop has recently been hnilt immodiatoly in the rear of the physical 
laboratory. The library, wliicli confaini over S,(tOft volumes, i« abo u^ed i\< the j»rincip.irs oflico 
and profe.sPors' common room. 

There sue two oilier ofTices, one for the college and the other for the school department, 
the latter heingnbo used a*; a hcadmastei's room. 

The compound is surrounded hy a w'all sthout 3 ft. high. 

There arc two tonnb courts in the compound in front of the college. The land south of the 
college N in two torracos, one on the level of and adjoining the Draminond load heing laid out 
as a gardcn» and the other on the lower loci facing exist being used as si cricket field. South 
of the oollcgo compound me the residence*; of the principal aiul kouior p^ofe«^o^. 

The various jiarls of the Agm College have been built at different times at a total Co's! of 
about Us. 00,337. 

During tire last ten years gas and water have been supplied to the labor.itorr at a cost of about 
Us. 3,001), land has been levelled for a cricket field at a co^t of over Il«. 4, 000, and nearly a 
lakb of inpces has been spent on building the new boslol and a icsidence for the principal. 
A snni of Rs. 500 a year is spent on I be libmiy and more than twice that amount, on the 
nvernge, on scientific apparatus. 
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Goyerniiient CoIIeg-e, Lahore. 

The' Government college is located in a double storeyed building specially built for the pui^ 
T)ose. It was begun m-1872 and was completed in 1877, at a cost of 2^ lakhs of nipees. There 
'are two wings, connected by a hall 35 ft. by 55 ft. The eastern wing contains one large lecture 
room 38 ft. by 30 ft., two lecture rooms 30 ft. by 30 ft. each, the staff room and the office of the 
principal, each 20 ft, by 15 ft. These rooms have marble floors. 

The northern wing contains eight rooms, six 80 ft, by 20 ft. and two 20 ft. by 15 ft. Six of 
these rooms are used for lectures, one for the college office, and one contains the office of tlie 
principal of the Oriental College, The college library is situated in the hall which is also used for 
examination purposes and as a reading room. 

The upper storey contains the physical and the biological laboratories of the college. 
The physical laboratory occupies the east mng and consists of a lecture room 38 ft. by 80 ft. 
with gallery, two rooms for practical work 48 ft. by 20 ft. and 30 ft. by 27 ft, respectively, 
three dark rooms for light experiments and for photography, two of which are under the gallery, a 
battery room, an apparatus room 48 ft. by 20 ft., a preparation room and a room used for M. Sc, 
pmctical work. The biological department consists of the same number of rooms and of the same 
measurement as in the northern wing below. These give— 

1 . One lecture room, 

‘ 2. One room, partly used as a lecture room for small classes, and partly as a botanical 

museum. 

3. Three rooms used as laboratories. 

4. A. professors'* room. 

5. A preparation and diagram i^oom. 

There is also one small room used by assistant professors. The zoological museum is accommodated 
in the gallery overlooking the hall. 

The chemical laboratory of the college is situated in a building quite separate from tho 
main building. It was built in 1902 and is now being enlarged (1909). The present building 
contains a lecture theatre holding 85 students, a laboratory for 36, balance room, store room, 
preparation room, store room and two small rooms for the professor and demonstrator. The 
new building when complete will comprise one large laboratory holding 70 students for elementary 
work, 60 ft. by 10 ft., new laboratories for organic, physical and analytical work; a new 
small lecture room, professors^ and assistant professors^ rooms, store room, combustion room, balance 
rooms, dark room and library. The present lecture theatre will also be enlarged to hold about 120. 
The gas installation will also be enlarged and improved and a water |tower, ro give a 40 ft. 
head, erected. *rhe gas is used for practical work in this laboratory as well as in the physical 
laboratory. The college hall has also been supplied with gas. 

In 1889 the commencement of the existing boarding house was sanctioned and three 
sides of the quadrangle were at once built. The fourth side was added in 1899. It is a large double 
storeyed building and consists of 98 cubicles 14 ft. by 7 ft., 8 dormitories, 2 sick rooms, and 
superintendent's quarters, containing one room for the office and two for private use. It is provided 
with three blocks each divided into three kitchens and two dining rooms for Hindus and one block 
containing two kitchens and one dining room for Muhammadans. A bathroom for Hindus and 
another for Sluhammadans is provided for hoarders. A swimming bath, 80 ft. by 40 ft., has 
also been constructed. In 1891 the Presbyterian Church was acquired and fitted up as a gymnasium. 
Playgrounds for cricket, football, hockey and tennis are attached to the college and an oil engine 
pumps water to irrigate these grounds and fills and empties the swimming bath. 

In the same year the Lahore ddk bungalow was converted into the principal's residence. 

The Small Cause Court in the vicinity of the college was transferred to the Educatiou 
Department in 1907 as a residence for professors. 
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Islaiuia College, Lahore. 

The institution is the outcome of the united exertions of the Mussalmans of the Punjab. 
It is financed and managed bj the Anjuinan-i*Hiinaxaf-i->l5lain of Lahore. The buildings of the 
college occujojr fine positions in a compound of acies^ {dtnate on the southern side of the 

Brandreth road. The land was purchased at a cost of Ks. fi^i^GOO. In the western comer of it 
stands the Eivaz hostel (named after Sir Charles 'M. Eiraz, Lieuteuant-Governor] occupying an 
area of 10^500 sq. ft. On its nortbem side is the college building proper covering some 36^768 sq. ft. 
approximately. To the north-west of the Eivaz hostel are the library and the reading room 
housed in a separate block measuring 93 ft. by 45 ft. by 20 ft. high. The remaining portion of 
the land is utilised as playground. 

The buildings are located in a healthy part of the civil station aud at a convenient distance 
from the other arts colleges of Lahore. The main structure, the foundation stone whereof was laid 
by the Amir of Afghanistan in 1907, measures 383 ft. by 9G ft. It consists of a spacious hall 
(measuring 72 ft. by 48 ft. by 40 ft. high) flanked by two wings of pi^ecisely equal dimensions. 
Each wing consists of two parallel rows of rooms separated by a corridor S fc. wide, and each one 
of these rows comprises 3 ordinary lecture rooms (each measuring 30 ft. by 20 ft. by 20 ft. high) 
and one big chamber (measuring 45 ft. by 30 ft. by 20 ft. high). The two big chambers in the 
western wing are to be utilised as laboratories and are being equipped ^vith the necessary appliances. 
The plinth is 3 ft. high and supports on all sides open arcades, in the Moghal style, the arches 
measuring S ft. wide, 8 ft. high and lU ft. from centre to centre. There are altogether twelve 
towers, four on the four comers of the hall and eight on the outer comers of the big chambers in 
both wings. The towers of the hall are 9^ ft, in diameter, while the smaller ones are only 6 ft. 
Each tower has a stone staircase leading up to the top. There is to be a second storey as well, but 
for the present it will consist of only 4 ordinary sized rooms, two on each side of the hall* Further 
Jidditions will be made as necessity arises. 

To sum up. The main building consists of twenty rooms large and small, exclusive of the hall 

1. The hall 72 by 48 by 40 ft. 

2. Four large rooms each measuring 45 by 80 by 20 ft. 

3. Twelve ordinary lecture rooms in the lower storey each measuring 30 by 20 by 20 ft. 

4. Four ordinary jooms in the upper storey each measuring 80 by 20 by 20 ft. 

The library and reading room, though housed in a separate block, really constitute a part of the 
collie building proper. 

There aie three rooms in this block 

1. The central room 45 by 30 by 20 ft, 

2. Two flank rooms, each measuring 30 by 20 by 20 ft. 

There is a fine verandah in front measuring 93 by 10 by 20 ft. The rooms face east. 

The Riv-az hostel may be dealt with very briefly. The residential portion of the hostel occupies 
an area of 28,260 sq. ft., being in the shape of a rectangle ISO ft. long and 157 ft. broad. The 
dining ball, outhouses, kitchen, &c., cover approximately 12,722 sq. ft. There are 30 cubicles, 10 
large dormitories and six small dormitories for the use of students. Each cubicle measures 12 by S by 
13 ft. high and is meant for the residence of only one student. M'he larger dormitories measure 
25 by IS by 13 ft. high each, and the smaller ones 20 by 12 by 13 ft. each. The dining hall 
measures 60 by 18 hy 13 ft. high. The eastern side of the structure is double storeyed aud has a fine 
gallery on the outer side— one of the finest in Lahore. 

The Committee propose fitting the new class rooms with rising tiers of benches. The benches 
will probably be arranged in the form of a crescent. Each ordinary sized room will accommodate 
.50 to GO students at the ontside. 

Proper aTraugements have been made for lighting and Tentilation. The lighting is through 
glass doors opposite the arches and the fair-sized ventilators above. 
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Xlie iitchison College, laliore, 

The Aitchkm College is situated oa the Upper Mall, Lahore, about half way between the cit 7 
and the Lahore Cantonments, at the extreme eastern end of the civil station. The buildings, which 
include the main college building, three boarding houses, a mosque, gymnasinm, dispensary, 
lesidential houses for the principal and the assistant principals, quarters for the Indian staft, 
besides servants’ quarters and stables, lie in a compound of about ISO acres. 

The principal feature of the main building is a large hall about 70 by 80 ft. with a highly 
decorated paved floor. This hall is used for assembling the boys and for public functions and 
entertainments. On either side, and opening into it, are three class rooms, about 24i by 21 ft. in 
area, each suitable for the accommodation of about 15 boys. At the west end, separated fiium the 
hall by the main entrance to the college, are two more class rooms of somewhat smaller dimensions 
feeing north and sonth ; a broad porch opening out to the west lies between them. To the east of 
the main hall are two more class rooms, opening into each other, each capable of accommodating 
about 20 boys. In the eastern section of the building there is an upper storey, reached either from 
the outside by a flight of steps over the eastern portico or by steps leading up from either side of the 
main hall or else by staircases leading up from the masters’ rooms which He on either side of the 
eastern (or back) entrance to the main hall. In the upper storey there are two small rooms, hitherto 
used as a museum, and a large room covering the extent of the two class rooms below. This room 
was originally used as a library, but has now been converted into and fitted ont as a science laborar 
toxy, the library having been moved into one of the recreation rooms where it is more accessible to 
the boys. 

The whole of the college, with the exception of the western section, is flanked by a verandah 
about 12 feet broad. The height of the plinth is about i feet. 

The general plan for the arrangement of the class rooms is to place the desks so as to form 
three sides of a square. On the fourth side is the teacher’s desk. When sitting accommodation is 
required for more than nine hoys, the extra desk is placed in the rear of that facing the teacher and is 
raised. There are seldom more than 12 boys in a class. The material of the building is brick and 
marble. The design is the result of a combination of the joint design of Mr. L. Kipling and 
"Bhai Ram Singh, both of the Lahore School of Art, and that of Colonel Locke. The cost was 
Ks. 2,11,131. 

The boarding houses, which are about 100 yards north of the main college building, and 
face south, are three in number and are identical in pattern. Each forms three sides of a quadrangle 
and they are in the same alignment. The most easterly boarding house is occupied by Muhamma- 
dan hoys, the central by Hindus and Sikhs and the western by '•* scholars” of the three denomina- 
tions. In this hoarding house the cubicle system is adopted, and the rooms are IG ft. by 9 ft., 
while in the other boarding houses the size of the rooms is greater, being 10 ft. by 18 ft. In the 
middle of each block is a large room (48 ft. by 24 ft.) used in the Muhammadan block as a mess room, 
in the Hindu block as a general recreation room and library and in the “ scholars ” block partly as a 
Sikh mess and partly as a recreation luom. The recreation rooms are also used as preparation rooms 
in the evening. A verandah about 9 ft. in width fronts the hoarding houses. 

Each hoy, except in the case of brothers who generally share a room when it is of the larger 
type, has his own room with bath room attached. A certain amount of furniture, a table, chair, bed, 
ohittai and lamps are supplied by the college. The further furnishing and decoration of the rooms 
is,\rith certain restrictions, left to the individual taste of the boys. The cost of three blocks was 
Rs. 1,60,720. 

In practically the same alignment as the hoarding houses are the gymnasium and the mosque. 
The gymnarium, which lies to the west of the boarding houses, is spacious and well fitted with 
.appliances. It was given by the IWble Malik Umar Hayat Kban, C.IE., Tiwana, an old boy of 
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the college. The mosquej which lies at the eastern end o£ the hoarding houses and in close proximity 
to the Muhammadan block, was the gift of llis Highness the late Nawab of Bahawalpur, also 
au old boy of the college. Between the Muhammadan and Hindu blocks, and about 50 yds. to 
their rear, stands tho hospital and dispensary, the gift of Saidar Balwant Singh of Ber, Ludhiana, 
-one of the first memberc of the college. This building contains two rooms with accommodation for 
four patients, a dispensan* and quarters for the hospital assistant. Behind the boarding houses are 
two rows of servanW quarteis : the first row is occupied by the boys' seirantsand contains kitchens, 
the second by college servants and syces. Behind these again are tJie stables, which consist of two 
blocks about 100 yds. apart, each with accommodation for 1C horses. Still further to the rear ate 
the Indian masters' quarters,, consisting of two blocks and still further north is a swimming tank. 

There are four residential bonses in the college compound : the principal's house is situated in 
the angle made by the Davis road and the Upper Mall, the westem and southern boundaries of the 
college ; the senior assistant princip.^l's house, in the angle made by the Davis road and the northern 
boundary ; and the junior assistant principal's house to the east of the compound in a line taken 
from the mosque to the Bahawalpur house which is on the Upper ^lall road. The latter house was 
built to accommodate His Highness the late Na^vab of Bahawalpur (and his tutor) when he was 
reading in the college, and is the property of the Bahawalpur State, which, however, allows the 
college to use it, when it is not lequired by the State, for any boy reading in the college. 

The grouuds in which the college stands arc laid out with trees and shrubs : there are two foot- 
ball, two hockey, a cricket and tennis, grounds. Besides these there are two riding schools. 

The total amount spent in building the college was Rs. 4,82,100, The foundation stone "was 
laid in 1SS6 by Lord Dufferin, the then Viceroy. The college derives its name from Sir Charles 
A iiehisoD, Lieutenant-Governor of the Punjab, to whose initiative and interest the inauguration 
and completion of the scheme were due. 
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Tlic Punial) University Hall, 

Tbe Punjab University Hall, or Senate House, an imposing building in tbe Moghal style, is 
^prominently situated on the Upper Mall, facing the Lahore museum, and adjcicent to the local 
Town Hall and the municipal gardens. 

It is within five minutes^ walk, from most of the local colleges, and is close to the office of the 
Punjab Education Department. It is surmounted by cupolas and minarets and has a clock-tower 
■about 65 ft. high over the front vestibule. The building comprises one Large main ball with two 
'double storeyed wings to east and west, and a two storeyed veiandah 10 ft. wide aud 17 ft, high 
{each storeyj on all sides. 

The main hall, which is used for tlie University Convocation and examination purposes, measures 
160 ft. by 60 ft. by 38 ft. Its inside walls and the planked ceiling liave a surface decoration in 
oil-paint and distemper, and there are also a number of balconies balustraded in carved wood 
'supported on stone consoles, which are chiefly used by lady visitors on the occasion of the University 
Convocation. 

The east and west wings (lower storey) are each inade up of three rooms, tbe middle one being 
^5 ft. square, and 1 7 ft. high, wliile the side rooms measure ft by 10 ft, by 17 ft. All of these 
'rooms are used for the University examination purposes with the exception of one side room on the 
west wing ■wliicb is used as a lavatory. The upper storey on the west wing is similar to the lower 
•one and is used for office purposes, while the upper storey in the eastern wing consists of a large 
hall OS ft, by ft. by 22 ft, and is need for the University library. 

The main ball has a wooden floor, and the rest brick floors. The steps on all sides are paved 
with flags of red stone, but the floor opposite the main entrance and also the steps leading to it, am 
paved respectively with encaustic tiles and white marble slabs. The roofs in the first stoi-ej*, with 
^the exception of the main hall and the carriage portico, are of jack arches turned on steel beams. 
Tbe main hall has a coiTugated iron coveiing carried on iron trusses, all other roofs being flat 
terraces supported on steel beams and joists. The building is jjittcha throughout, and sufficient 
ventilation and light have been provided by means of a large number of glazed fanlights, doors 
and windows. 

The foundation stone was laid by Sir Charles Montgomery Eivaz, K.C.S.L, in 1905, and the 
'Work was completed in 1905. 

The compound comprises an area of nearly three acres and the superficial area of the block plan 
is 24,000 sq, ft, 

Tlie coat of the building was Rs. 2,10,000, which is a little under four cubic ft. of the gross 
-volume ])er rupee or Rs. 8-12-0 per sq. ft. of the plinth area. 
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Hic Eiullsa Gollesic, Amritsar. 

The college aud school buildings at present consistiug of t\ro large two storeyed blocks each 
hOO ft. long with a dhnramsala in the middle^ together with prlncipaVs bungalow, staff quarters 
for 25 masters and professors^ dispensary and science laboratory, stand in an open and healthy estate 
of 101 acres in extent, at a distance of about two miles from the city of Amritsar. The two blocks 
700 ft. distant from each other were built for the accommodation of boarders, the western block 
containing 44 rooms for college students, the eastern block with 61 rooms for 400 school boarders* 
Owing to tho fact that the main building is not ^'ct complete, the lower storey of the other block 
has been hitherto used for class rooms. 

These boarding houses will contain altogether accommodation for some 700 boarders, when the 
second storey, which is being added to the hack portion of block B, is completed. 

The main building, now in course of construction, will be a baudsomo brick structure of an H 
shape with two wings at the rear. Its fa 9 ade (double storeyed) is 500 ft. long and is connected 
with a parallel building of equal dimensions by a marble paved hall 102 ft. by 52 ft. In tlie centie 
of the front will be a marble vestibule with porch, surmounted by a tower and dome 11 G ft. high 
in which will bp placed a four sided clock with 0 ft., dials, At each end of the parallel buildings 
there will be a large cross-shaped room surmounted by tower and dome 63 ft. high. These rooms 
will serve for museums and librai)*. The front buildiug will be used for college classes and the rear 
building with its two wings will be for the school department. 

The dimenrions of the ordinary class rooms are 24 ft. by 20 ft., while there are four larger 
looms measuring 28 ft. by 21- ft. There will be accommodation for about 1,600 students* A 
verandah 10 feet wide extends the whole length of these buildings with handsome poilicocs at each 
end. 

Tlio whole exterior of tlio building will be highly ornamental involving tlio use of many lacs 
of special moulded bricks and the construction of many domes and Gnials- 

Thc science laboratory built externaUy in a similar style is situated at a (li.st.i)ice of IID fr* 
from the w*csicrn end of the main building. 
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TIig Khalsa College Boanling House) Aiuritsar. 

This institution consists of several buildings located over an area of 101*24 acres on the Grand 
Tmnfc Road at a distance of about 3 miles from Amritsar town on the Lahore side, and about 
1^ miles from the railway station. The locality is free from all the impurities of a crowded city, 
the water is good and the climate dry and pleasant. The soil is sandy clay. 

The buildings are commodious with liigh plinths and very picturesque in the oriental style 
of architecture, and are constructed chiefly in picha brickwork with fiat mud roofs on rolled steel 
joists. They were almost all designed by Sardar Bahadur Bbai Ram Singh of the Lahore l^Iayo 
School of Art and built under the supervision of the Public Works Department officers. 

The grounds are extensive and well laid with metalled approncliesfrom the Grand Trunk Road. 

Accommodation for the boarders is provided in two boarding houses, one for the school 
students with 490 beds and the other for the cnllegiates with 230 beds. The school boarding house 
is a double storeyed structure with a frontage of 350 ft. which has an ornamental entrance in the 
middle with high domed towers projecting on each side of the gateway. In one of the towel's 
there are spiral brick stairs leading up to the roof. The towers are protected with lightning 
conductors. The maximum height of the Imilding is 42 ^ ft. excepting the towers which are 
07^ ft. above ground. 

The original shape of the boarding bouse was an inverted T, the front arras consisting of 12 
looms, each measuring 20 ft. by IG ft. and placed in a single line of six on either side of the main 
entrance witli S ft. wide verandahs on both sides and a bigger room 2S ft. by 20 ft. at each end. 
The projecting wdng at the back has another 12 rooms of similar dimensions and placed end to end 
in two rows of six rooms w'ith S ft. verandah at the sides. 

The upper storey provides one large room 0 0 ft, by 22 ft. 4^ in. over the main cntiauoe, 10 
small dormitories of 20 ft. ^ in. by 10 ft. 4^ in. size, and two similar sized rooms at the back for 
the superintendent. The remaining space has been left as open terraces for the boarders to sleep 
in the hot w^eathcr. TJie rooms are 10 ft. in. by 18 ft. high on the ground and fimt floors 
respectively. The floors are all paved with pncl^a bricks. The veraiidali arched openings have 
open " jali^' brickwork for i-ailings and the parapets are made of ornamental briclK with series of 
small arched openings. 

Tljere are eight Idtcliens wlh godowns for storing provisions attached to this hostel as also night 
latrines and two tube wells fitted with hand pumps to supply drinking water. There are also two 
masonry w’ells mi\\ Persian wheels, a bath room and a dhobi ghat. 

Tlie scliool hostel was consimeied in 1892 at a cost of about Rs. 70,000. 

Extensive additions, costing about Rs. 50,000, have recently been made to the boarding house 
in the shape of a two storeyed quadrangle providiug accommodation for primary studeuis and 
consisting of — 

1 room 52 ft. 3 in. by 20 fl.'j 

2 rooms 20 ft. by 20 ft. > on the ground Horn* and 

18 „ 10 ft. by 20 a; 

2 „ 20 fL 4| in. by 20 ft. 4^ in. •) 

14 „ 10 ft, 41 in. by 20 ft. 4^ in. / 

with 8 ft. wide verandah on the inner sides. Tlie rooms are 10 ft. high both on the gi'ound 
floor and the first floor. 

There arc rooms lor two teacher supeTijilcn dents also on the first floor. 

Light and ventilation have been amply provided by means of big glazed doors, ventilators and 
windows, 

^ Adjacent to the kiteb(HB there am two dining halls each measuring 40 ft. by 20 ft, by 16 ft. 
high which are used as dormitories, the hoys dining either in the open or in the verandahs of the 
kitchens according to the weather. 
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There are also family quarters) for the hcailma*<tcrj the medical ndviEcr (a retired i^enior liospltaV 
assistant) and IG of the school teachers on the cjist side of the compound clo«e to the school board- 
ing house ; as al «!0 a hunia^s ;iml confectioner's shop and outhouses for menials. 

]yinrried qnnrtcii> for the clerical staff of the Honorary Secretary* have al*«o recently been added. 
At a flistniice of about ir>l) ft. to tlic west of the school boarding hou«o stands the dispensair 
and a contagious diseases nard wliich was erected in 1905 in memoir of Sir W, Dattigan at a 
cost of Gs. i^yOOO. 

Next to the dispensary ami midway between and In line with the school and college hostels 
is the dhammsaln with a spacious hall large enough to scat 500 lioys for morning and evening 
prayers, the foundation stone of which was laid by Sir James llroadwood Lyall in 1S92. 

Be} ond the dhammsnla and at n distance of ‘250 yards from the school boarding house is the 
college buaiding house which is similar to the original shape of the former in all detail Sj and 
coii'-ists of — 


•2 rooms 2S ft. bv 20 ft. ) „ , 

1 room jO ft, bv 22 ft. ‘1-} in.*} « . « 

in nnfi *1 * i * l ri 1 1 ■ >On ttlC first lloor. 

12 looms 20 ft. 4^ in, by lb ft. 4J in. j 

Thi*! building was constructed in 1S90 and is the gift of the Patiala otGcialsand subjects in 
commemoration of the assumption of the government of his state by Ilis Highness the late Maharaja 
Gajindm Singh Mnhindar Bahadur. 

The loner storey of this boarding house is at present u^ed for holding classes which will be 
removed in the course of about six months to the new buildings for college and school which arc 


now under construction and w’ill co-t about 55- hikbs of rupees to complete. 

On tbe west side of the premise^ there arc quarters for four professors, the boarding superin- 
tendent, the college clerk and the mistry, and also the bullock slied and a high level masonir well 
fitted with a bath room for the college bo.ardex». 

Tlie piincipaVs residence stand*; on the south-west corner of the compound uuth a nice garden 
and a well in front. 


The college laboraton* is a detached structure l^angat 115 ft. to the west of the main building, 
measuring externally 111 ft. 4| in. by 49 ft. by 27 ft. high and consisting of a gallery room 2S ft. 
by 27 ft. 6 in. by 22 ft. 3 in. fitted with tables, fume closets, etc., a balance room and a dark room. 
Gas and water are also laid and are supplied from a generating plant and a tube well, provided for 
tbe purpose, in a separate little bouse. 

The boundary of tbe compound is marked by a wire fence with two brick entrances facing the- 
Grand Trunk Hoad and a post office built at the south-east gate. 
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Sf. Collr^v, Ilrlhi, 

St. Stephen'^B College, (lesignetl hy Sir y^Yi!lton Jiu’ob o£ .Tnipur, is u typical example oE modern 
Imlian Saracenic nrchileclurc. 

The college is built of Dcllii Btoiie with re<l Agra stone facings. This gives the appearance in 
colour of bluish grey combined wilh ml. The general colour sohemo has hecn preserved in the 
hoai'ding house and also in the now science buildings. But in tho latter for the .*5alEC of economy, 
brick has been used instead of Agra stone. 

The main block of tlie college, shown in tlio accompanying plan and elevation, contains a 
large continl hall w'liich runs to the full height and icngtli of the Iniil ding, with a (Jah at the end 
O 2 )posite to the poi'ch, TIic hall is ilanked on eitlicr side by Icctnre rooms in two storeys. Tiie 
lecture leoniB open on tho inside into galleries which run on Ijotli sides of tho hall and also along 
the front of the hall over the main entmnee. Onh' tho back of the hall, where tho this is, has no 
gallerie.s. On tho outside tho galleries run iiitt» veraiidnlw on botli storeys and thus enclose tho 
college with verondahs on three sides. 

The columns supporting the gallery aroadc also sup^jorl the tninsvcrso arches on which the 
roof rests at a Jieigdil <t£ -10 ft. from tho door. TIic roof itself is Hat, witit a soniewhat high 
j)sirapet. The hall is divided by (ho columns’ and arches into six bars. Including the space 
covered by the galleries, tlie hall measures 05 ft. 0 in. Iw ’10 ft. T'lie transvoi’sc arches aro met by 
others spanning the lecture rooms nu cither side, except wiiovc tho thrust i.s taken by tlic jiai-tilion 
walls. These render tho romns very easy to subdiviilo when need requires. In the earlier days of 
the college, many small class rooms were nrningcil, hut at the present time, owing to the raind 
increase of numbers it has been found noi'es^arv to open up tho smaller class rooms and make two 
larger ones on each side on each flnor. One of tlicse rooms <m tho ground floor to the left forms 
the college reading room, but as there is not space in the room itself for more than those books 
which are in frequent use, tlio hall itself is juovided with book eases on the ground floor and on 
the upper floor. Tlie larger class rooms (-21) ft. by 30 ft.) now accommodate sixty students without 
crowding; the smaller (20 ft. by 22 ft.) aocummodatc forty student.^. At one corner of the 
verandah on tiie left side of tho hall, is a small room feu* tlie stad! and on the opposite .side a 
similar small room for M. A. students. The college oflicc is on the upper floor on the right hand 
side, and {be jirincipars room is situated above (lie carriage jairch. 

Externally the fa(;nde is specially noteworfhy. The ])orch in fitmt Is us high as the building 
with .a largo clock in the centre which w’as 2 )icseiited by tlie old students of tho college. At cither 
corner is an octagonal stair turret. ^Phosf are surmounted hy cnjiolas on open arcliDS. Tlio stair- 
cases are spiral expressed externally hy an ascejuling series of oiion window’s. 

The building is now illuminated hy olecl lie liglit, and electric pimkhas arc gradually being 
installed to replace tlic old swinging ininklias. Tlie dah of tlio hall is fitted up with lights and 
curtains for the jiurposcs (if iicting. 

The hall is built for a college numbering between 150 to 200 students. It is (ho present 
intention of the governing body not tfi exceed that iiumhcr, and tho class rooms and seicnco rooms 
have boon arranged with that object in view. Tho college has from the fir.st aimed at intenaivo 
work and close personal contact with the students, rather than at large numbers. 

The science block of the St. Sfo])hen’s College, Delhi, is a soiiavato building situated at the 
back of tho main building and to tlie south at a distance of IS ft. and to tho west at a distance of 
30 ft. from it. It has a vemiuhih S ft. broad facing tho main building and consists of the follow- 
ing rooms : — 

(1) A lecture room 20 ft. by 20 ft. for physics containing a galleiy to seat 2-l< students and 
fitted with ivater and gas. (2) A dark room’ 10 ft. by S ft. (3) A physic.al Inboralovy 40 ft. by 
20 ft. titled for 48 students. (4) A.storo room 17 ft. by 20 ft. (5) A^bulnnco rooin'lS ft, by 
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17 ft. (G) Alct’turc loom for cJionii^^try with the usual fittings. (7) A clicmi(*nl lahowlorr 36 ft. 
hv 20 ft. 

The gas supply is u iMaDsficld oil gn<i gcncinior with u gasliolder of 300 cubic ft. 
cjijmoit) . T!io noccs.s'iry pro^sino for the water is obtained fmm a tank of about 50 cubic ft. 
cap.ieit\ leaped at a In ighl of IS ft. outside the huilding. A workshop 30 ft. by 12 ft. is under 
cieistniction. 

The cost of the blork, including the workshof), will .imnniit to .about lls. 16,000. TJic cost of 
llir furniture and fittings including the g.is apparatus uas Ils, 8,500. 

The main block i»f the college iiostel was carried out from tlic doMgns of ^fr. ^V. Aniiulcll, M.S.A.» 
and is constiuctcd of the Rime inatciial and in llie same arcliitcclural style as the college itself. 
This liloik, uhich eontnins a fiorit and two wings with an open back, is built to nceommodnto 22 
student'. Tlie front lias an upper iloor. Tlie whole of ibis block was built at a time when the 
importamc of bamliiig bouse extension was not fully realised. The scale was too small, and 
u bon cxtoiwiou was necessary it was found more feasible to build a separate block than to continue 
th#' original design. 

The eocoiul block of buildings, called the 'Wright Mcinorinl, is nn unpietcntioiis Imilding. 
It is however well constnicLed for students* quarters and is made up of 21- single rooms. It has 
been found by expeneneo that single rooms conduce to health, discipline and good work. Xo more 
rooms for students to occupy in common will be built in future. 

A temjwiary bo.inling house is now made out of a house which stands in the corner of the 
hostel compound. This was ongiiinlly built for the superintendent and vice-princijial, who lived there 
with his ftimily. It is now used to accommodate 12 boarders, A prt of this will in all probabib 
ity be pulled down when funds are available and the AVrigbt yremorial block with its single 
cubicle system will be extended in this direction. Plans arc made out by which the present board- 
ing accommodiition of 58 students oan bo raised to that of 80 stiidcnis. 

Facing the Wright Alcmorial block is the Maitland hou'sc, a solidly constructed bungalow 
containing six rooms, with ncccssaiy bath rooms and dressing rooms. This house has three doors 
opening out into the boarding house compound and is an integral part of the boarding house. It 
is occupied by three English professors who now have separate chaige of the different divisions 
of the hostel and act as superintendents of their own shidcnts. 

At the lower end of the boariling house compound are a set of servants* quarters, a row of 
latrines coustiiicted on sanitarr principles, a set of eight bath rooms, and a scries of cook houses 
and store rooms for different students* messes. 

Farther students’ quarters arc at present arranged for in the upper floor of a neighbouring build- 
ing, a college professor occupying rooms in the same block of buildings. The rooms are on 
hire and are not w'ell suited for purposes of study. It is hoped that further extension of the 
college hostel may in the near future make this lodging accommodation of student.^ altogethei 
unnecessary. 

The college has been fortunate in obtaining from the municipality two playing fields over 
4i acras in area, within three minutes* walk from tlie college, admirably suited for games. 

The total cost of the buildings alone was over lakbs. 
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j Ooveruiucnt Gollcncy 1(^110:0011. 

The Eangoon College, opened in 18S5, originated in the development of the Government 
High School. 'At its opening it was placed under the management of the Educational Syndicate, 
the members of wliicli were nominated by the Government of Biu’ma who bore the entii'e cost 
of the institution. In 1904' the maimgemont was transferred to Government and in 3909 a govern- 
ing body was appointed to talce over the general management in accordance with the provisions 
of the Inilian Hniveiuities Act of 1904 ; but the oollege remains a Government college and part 
of the Government educational system in Burma. Tlie college occupies a site nearly 7 acres in 
area {540 ft. l)y 5G0 ft.), the whole of which is devoted exclusively to college purposes. The 
present building erected in 1901 faces duo soutli fronting a wide street with the new General 
Hospital opposite to it. On the noi-th of the site and sepaintcd from it by a line of railway is 
the niaidan or military pamle ground, to the east is the Government collegiate school and to 
the west a large convent. 

The climate of Bangoon is of the U’pe common to all places near the sea and cx]>osed to the 
south-west monsoon winds, «.<?,, there is a season of heavy rain from towards the end of May to 
October (average rainfall 90 — 100 indies), a cool se.ison from November to Eebniary and a hot 
season from Pebrnary to May. The range of temperature during tlie year is lietween GO® P. and 
100® P. and in a college lecture raom dunng tlio working hours tlie temperature is seldom below 
75® P. or above 90® P. 

The building is a two storeyed one, the lower storey being brick and the upper storey being 
timber, a type of building very common in Ilangoon. It consists of a central block with a short 
wing at either end separated from the central block by passages 13 ft. 0 in. wide iu which are 
the staircases to the upper floor. This central block is 145 ft. long — lias a passage 11 ft. wide 
down the middle of its entire length, on either side of which aiv lecture rooms. There ai*e four moms 
40 ft. by 30 ft., two rooms 30 ft. by 30 ft. and two rooms 30 ft. by 20 ft., all these being 15 ft. 
0 in. in height. The east wing is a large hall 90 ft. by 30 ft, by 38 ft.— the west wing contains 
three rooms 40 ft. by 30 ft., 30 ft by 30 ft., and »30 ft. by 20 ft., respectively. Tliefloom of all 
the rooms on the ground floor are of concrete except that of the examination hall which is tiled, 
Tbe rooms arc all well liglited, having four, three or two large windows according as their lengths 
are 40 ft., 30 ft. or 20 ft. 

Beating and arravgemeui of henches ^ — In all lecture rooms the system is the same, there am 
two rows of benches each 11 ft. in length witli a jmssnge of 4 feet down the middle of the room 
and narrow passages along tbe walls. For ordinary lecture work each bench scats six students 
comfortably —a large lecture room holds 17 benches and a small one 12, thus seating without diffi- 
culty 102 and 72 students, respectively. Tlio benches are all of exactly the same type — a desk with 
a form rigidly attached and a small open shelf under the desk for books,— nothing in the shape of 
lockers is provided. The desks are large enough for convenient writing, being 12 inches in width, 
on the slope. A lectmer is provided with a platform about 20 ft. by 7 ft, and raised 1 foot above 
floor level, thus giving ample accommodation for the Icctiirer^s chair, table and two blackboards. 
The desks are all on the tamo level except in the large lecture 1*0010 in the west wing which forms 
tlie science lectui'c room j and the benches are there raised as in a lecture theatre. 

Lahoraiorg ^ — The chemical laboinloiy is an annexe at the back of the main building. It is 
a well lighted and well ventilated room 43 ft. by 38 ft. 0 in., 12 ft, in height at (he sides and 24 ft, 
<) in. at the centre — it 1ms roof lights and ventilation. There are three double benches 
24 ft, long, taking 12 students each and two side benches taking two students each; in all 
the accommodation is for 40 students. Gas and water arc laid on. There is connected with Ibo 
labomtory a small sulphuretted hydrogen room IG ft. by 8 ft., a balance room 1C ft. by 16 ft., a 
dark room 10 ft. by 12 ft., and a store room IG ft. by 20 ft. The rooms on tbe ground floor of Ibo 
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IKTcca Colley, 

The illustration represents the principal block of the group o£ buildings, I'ecentl)' erected' for the 
-accommodation of the Dacca Arts College and the Ahsauullah School of Engineering, in a 
-spacious compound of about acres. The group includes, besides this building, another for the 
school of engineering, a science block, the college hostel and the school of engineering hostel. 
The first thi-eo buildings stand in a line, facing the north. Thej are all built in the same semi- 
Saracenic stylcof architecture, which is also, though in a much plainer mannei*, reproduced in the 
liostels. The mateiial is brick, the ornamonlalion being of plaster, in some cases laid over expanded 
metal. The roofs are of rcinforeed cement. 

The block illustrated is the most western of the ihi^ee buildings mentioned above. It containa 
the Curzoa Hall, which is not yet finished, and which will eventually fonn the large meeting and 
examination hall of the college. This hall rises above the rest of the building. This arrangement 
jHjrmils of a row of clerestory windows just below the roof, and is very necessary for proper 
lighting, since the apeitures in the long side walls look direct into the Avings. Its area is 110 ft. 
by GO ft. The height (-t-l* ft.) is broken by two galleries ut heights of 17 ft. and 30 ft. respec- 
tively from the floor. Those galleries are 8 ft, broad and are supported by 20 pillars, which run up 
from floor to roof. Tlie floor will be of marble blocks. The galleries are surrounded by open 
balnstindes. The walls and pillars will be dccomied with plaster moulding picked out in colours. 
The ceiling will be of stamped slcol, white and patterned. 

Other rooms extend to the east and west of the Curzou Hall. With the exception of the 
libraiy, these rooms are arranged in two storeys. The lieight of the ground floor rooms is 17 ft., 
that of the iirsi floor rooms 13 ft. Exclusive of the library, there are upon tlie ground floor seven 
class rooms, profcssoiV common room, and three ofllcc reoms. The first floor contains six class 
rooms. Tliese six and two of those on the ground floor arc capable of being thrown into four very 
large class rooms, each measuring 50 ft. by 3G ft., the iKirtitions being of wood and removable. This 
has the advantage of permitting tlie size of class rooms to be modified to the size of classes and 
also of allowing the rooms to be used for examination purposes. The interior of the rooms is white- 
washed. The floors are of Indian patent stone. 

The libraiy is a large single room j nnning up through both storeys. The dimensions of this 
room are 50 ft, by 36 ft. A gallery 5 ft. wide runs round it at a height of 17 ft, from the floor. This 
gallery is used for the reception of volumes wliich are not likely to bo frequently referred to, but 
whose inclusion in the library is necessary, TIio block contains in all 19 rooms. 

It may be added that the building is entirely surrounded by 10 ft. vemndahs on both floors. It 
is lighted entirely by doors, with the exception of small apertures immediately under the ceilings of 
the class rooms and offices. It might have been preferable to have no verandahs on the northern 
side and to have had windows there rather than doom. The vewindah arehes, moreovei*, 01*6 of a 
somewhat massive description, and not always conveniently placed as regards the doorei and cut off a 
certain amount of light. Nevertheless the rooms, with the exception of one class reom, are very 
fairly well lighted, though in this respect supposed architeciui'nl considemtions have perhaps been 
allowed slightly to outweigli utility. It is also apprehended that during the liot weather, the nor- 
thern rooms will he somewhat cut off from the prevailing breeze. (In this part of India, a single 
line of rooms, if properly reofed and facing in the right direction, will always remain cool.) 
Hitherto, however, the building has been occupied only during the rains and the cold weather. The 
class rooms are all being fitted with electric fans, and it is expected that this will keep them at a 
comfortable temperature. 

The main building cost about lls. 1,99,050, and the Giirzon Hall about Es. 1,07,423 but exact 
figures are not yet available. 
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Dam College Hostel. 

This building is included in the compound of the Dacca College, and is situated just to the- 
south of the central block last described. It consists of a quadrangle, with two familj residences for 
professors <m the southern side, and rooms for hoarders, arranged in two storeys, along the remaining' 
three sides. The hostel is constructed to hold 206 hoarders. The rooms are of three kinds: ^42 
rooms, 20 ft. by 14 ft. 4? in. to hold four boarders, four rooms, 10 ft. by 14 ft. 4 in, to hold two 
boarders, 30 cubicles, 0 ft. 6 in. by 14 ft. 4 in., to hold one boarder. The height of the rooms is 
13 ft. 6 in. on the ground floor, 18 ft. 8 in. on the first floor. 

The looms have no external verandahs} but there is a verandah on the side of each of the three* 
blocks facing the quadrangle. The windows are 5 ft. 6 in. by 4 ft. and are placed 1 ft. 6 in. from 
the floor level, the top of the windows being thus G ft. C in. from the ceiling on the ground floor and 
6 ft. 3 in. ou the first floor. This ammgemeut has one disadvantage, in that it fends to make the 
boarders shut the windows at night. "Were the windows placed higher, they would be more likely to 
be left open. Each of the larger rooms has two windows. Each of the smaller and each of the 
cubicles has one w’indow Lighting and ventilation are good. The windows are all on the outside, 
and are protected by sunshades, which, if anything, add to the appearance of an otherwise very 
plain exteiior. 

The buildings are of red brick, roofed and floored with reinforced cement. The interior walls 
aud ceilings are whitewashed. The materials arc not such as to necessitate any sperial provision 
in case of fire. 

The verandahs along the interior sides of the three hostel blocks are supported on Saracenic 
arches and are 4 ft. 6 in. in width. The only external verandahs ai’e connected with the professors^' 
house*;. These quarters have the great advantage of supplying private fiimily residences to Indian 
piofessors, who are thus enabled to exercise strict supervision over the hostel without the Incon- 
venience entailed by separation from their families. 

A special feature is the inclusion of a ceriiin number of cubicles, divided by wooden partitions 
about 8 ft. in height. These rooms are particularly popular, and combine the privacy which college 
students generally regard as essential for their studies with free ventilation and greater wse of 
supervision. 

Another feature is the means whereby special baiiitary arrangoments are provided* for u§e during 
the horn's when the gates are closed. These are situated in the two northern comers, the blocks 
being separated by a sliglit inteival, are locked up during the day, and are surrounded by walls 
which complete the rectangle, so that access and exit are impossible save by the doorsi 

The quadrangle is occupied by three tennis and three badminton courts. 

The whole building is being fitted{wlth electric light, and a supply of filtered water is laid on. 

There are four grated metal gates in the hostel, the principal entrance being between the houses 
of the professoiB. 

The sanitary armugements for ordinary use are situated in the spacious compound outside the- 
hostel gates. The kitchen and dining halls are also situated outside the hostel aud provide for both 
Hindus and ^luhamuiadans. 

A hospital will be erected together irith a lionse for the assistant civil surgeon in charge of" 
the hostels. 

The hostel cost Rs. 1,23,617 and the two piofessors' quarters Rs. 31,540. . 
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Uajslialii CollcoT. 

Tho first photograph represents the Central College buiWiug which was erected in 1884*. It 
stands in a fine compound of about 100 bighas. It acc<immodates only the Aits classes of the college. 
There are separate blocks for the teaching of chemistry and of physics, and a large common room 
ivith other class rooms attached to it^ is nearing comi>k‘tion. 

The building is of two storeys, each containing fii^* looms. The central room on each floor is 
iS ft. by 20 ft. Tiie height of tlie rooms is 15 ft. in the ground floor and 17 ft. in the first floor. 
‘The central rooms are used for the intermediate elassts in general subjects. 'Hie side rooms on the 
ground floors are used for other class rooms. Tlie upper floor contains, besides class rooms, the 
principal's office, professors’ common room and the library. All these rooms (save tlio libam-y) are 
amply sufficient for their purpose.* 

There is a venandah 11 ft. wide on the northern side only of the central portion of the building. 
’This necessarily shuts out a certain amount of light. Teak wood sunshades, 7 ft. wide, protect the 
windows of the tipper floor. As the temperature in Dampur Doalia, where the college is situated, 
•does not rise very high, tho addition of verandahs is not necessary and the building is sufficiently 
•cool. The windows are generally 3 ft, from the floor and 7 ft. from the ceiling, and are generally 
■0 by 4 ft. The outside of the Imilding is of brick, stone and lerra-cotta and is surmounted by 
finials and statues of the last-mentioned materia]. TJic inside is whitewashed. There is a terraced 
roof and the materials are sufficient to withstand bent. The floora are of stone slabs. The rooms 
amply accommodate the maximum numhor of studonls at present in the classes. But it is now 
found ncccBsaiT to provide further accommodation for classes in diffei’cni subjects and for common 
rooms, etc. 

The compound is enclosed by I'ailings sjivc at the southern end, where a largo tank has recently 
been filled in to form a playground. 

The college is a specimen of the typo of architecture largely used in public buildings in Basteru 
Beng.al districts. The number of rooms is now insufficient for the growing needs of collegiate 
instruction, but these wants are supplied, or are being supplied, by the subsidiary buildings. 


* Since this was written, tho numbei-s liavo largely increased. The rooms are now somowlmt crowded. 
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The lliudn lliirlt School, Triiilicauc, 

The Hindu High School, TripHcaiio, is located in a building specially constructed for it at 
a cost of nearly E90, 000. A thiixl of this amount was contributed by G-overnraent as a building 
ginnt and tlxe balance was met by the school committee from their accumulated savings. 

The foundation stone was laid by Dr. D. Duncan, JI.A., D.Sc., the then Director of Public 
Instruction, Madras, in 1895. The new building was opened by His Excellency Sir Arthur E. 
Havelock in 1898. 

It is situated in a very Ihicldy populated part of Tripllcanc, and is in a street about half a mile 
in length but not sulBcicntly broad to give a view of tho building to do justice to it. Thu plinth 
bf the building is only 3 ft. above the level of ilio streut on tUo east side and is almost on a 
level with the ground on tho west. Thu building is in Uie form of a T, facing east by south, and 
consists of two blocks, the main building running north to south, and measuring 170 ft,- by CO ft., 
and a wing measuring 80 ft. by 3G ft. running at right angles to the main building from alxout 
the middle of it. 

'Besides these two blocks there are Uvo ojiun spaces ^3 ft, by 50 ft. and 75 ft. l)y 70 ft., one 
on each side of the wing, and two otliev small opcnspace-i, on" to the south of the main block and the 
other to tlie west of the wing. The building liuving been erected in a thickly populated pjirt of 
Triplicane, it is iinpossiblo to obtain more open ground j the school has, therefore, no playgmimd 
of its own, and the two small spaces at tlie sides of the wing arc used as the playground and for 
gymnastic exercises. ' • 

The imiin buildiug consists of two storeys, while the wing contains Ihrae storeys. Tlierc are 
on the whole twenty^seven rooms lor holding dosses and one large hall 75 ft. by ft. by Is ft. 
for examiimtioiis. Twenty of those moms are 24 ft. by 20 ft. by 10 ft., three are 30 ft, by 2 1 ft. 
by 13 ft., and four are 20 ft. by 20 ft. by 1 0 ft, Tliero is a spacious front verandah 12 ft; wide 
throughout the length of llic building and small verandahs 0 ft. wide wmml the rest of it, support- 
ed by large arehes from tk* ground floor and by small arches on the second aud third floors. 
There are two broad flights of sl;ni’B,*one at Cijcli cud of tlie front verandah, a spiral xTOodon stair- 
case in the centre, a railier narrow fliglit of s(o]vs on the south side of the west end of the wing, aud 
another at the northern corner of the building on (he west side. The walls are constructed of stock 
bricks in ehunam with tar poiiding outside and dumam )dasterlng inside, The ground floor is paved 
throughout witli Cuddaiixpnh .stone slabs with cement pointing, imd the other floors are plastered with 
cement and marked into- squares. Tlio i^f, wliich is of flat terracing thi-oughoui, except over the 
liall, is snipportod on iron girders and tcakw'txod joists. The hall has a reof covered until 3lIangaloro 
tiles and supported on iron trusses and wooden joists. 

Good ventilation and sufTicient light have been provided throughout the building by a number 
of lai*go doors, ivindows and ventilators. Each room is furnished with seats for 10 boys, the 
rajmmum strength of a dass under the educational rules, aud a dais for the class master, V\^itliin the 
rooms seats for the boys arc arranged in two reckingnlir blocks in front of tbe dais \rilh a small 
passage way between and also around the blocks for the boys to move out. 

The biggest room on the gi’Oimd floor is used as a science lecture room and is fitted with galleries 
to accommoikite SO boys, and with a large fable in front on which to conduct the experiments in 
physics and clicmistiy. The room next to it is used as a drawing class room. It is fitted with 
blackboards all round the walls. 
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Narainsa^mij Jlndaliar^s Jligli School, Dan^lore. 

This institution is located in a building specially built for it at a cost of Rs. 60,000 by the 
fouader Rai Bahadur Arcot Narainsawmy Mudaliar, who laid the foundation stone in the rear 
1888. The building was completed and the school transferred to it in the year 1894. The com- 
pound compiiscs an area of about acres in a ceatial part of the station, close to the native 
quarters, but w^ell separated from that crowded locality. 

The main building measures about ISO ft. by 7G ft. and consists of a spacious hall 70 ft. by 
dO ft. by ^0 ft. used for lecture and examination pnrposes, two wings fo enst and west measuring 
each 7^ ft. by 25 ft. by 16 ft. to accommodate four main classes of the high school department and 
the different vernacular manshiB. There are verandahs about 10 ft. wide in front and rear with 
two rooms, each about IG ft. by 16 ft. by 16 ft., one of them being utilised for tbe office and 
library, and tbe other for the matriculation class or lY Form. In the rear of the main building 
there are two blocks facing east and west, each measuring about 90 ft. by 25 ft. and consisting of 
four rooms, each 20 ft. by 16 ft., to accommodate six classes of the primary and lower secondary 
departments, A W'ell-equipped science laboratory is also provided in one of the rooms of the eastern 
block. The ground having a great fall from south to north, between Dickenson and Gungadhaia 
Chetty Roads, the basement of the main building is more than 6 ft. high in the rear and about 
14 ft. in front. The walls are all of stone of the gneiss type which is generally found in large 
quantities in and near BangalOTe, and tbe floor is all pav^. The roof wbicb is of flat teiracing 
throughout, is supported on steel girders and wooden joists in the hall, and on wooden beams and 
joists in other parts. 

On the whole the building commands a good view, facing both north and south) and Las its 
main entrance with a carriage portico on. the south. Good venrilation and light have been provided 
throughout by means of a number of large doors, windows and ventilators. 

Owing to the want of suflScient space within tbe compound for physical exercise a large 
spacious open ground about S acres in extent to the north of Gungadhaia Chetty Road has been 
jiccured on lease from the military and municipal authorities for the use of the school. 
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Tlio Hibcl Cionuau Slission ^;c1ioo], Calient. 

The school was established in 1S4S and lecogniscd as a high school in 1879. The present 
-site, whicli was acquired in lOO-l* for the sum of Rs. 12,200, is iu a quiet and healthy spot, liaving 
an elevation of about twelve feet above the town of Calicut, and an area of about four acres. 

The climate of Calicut is very oppressive and moist from !March to June, when the monsoon 
bursts with full force over Ibis part of the west coast, the rainfall averaging 120 inches per annum, 
but often exceeding that amount. Low roofs and luoad voraudalis are therefore a matter of 
necessity to heep out both the smi and tlie rsiin. 

A matter of great importance is the drainage of the compound. The volume of rainfall from 
the extensive roofs has to be led away in two drains at both ends of the buildings. Likewise the 
.amount that falls over the large playground finds its outlet on the lower side through the boundaiy 
wall by not less than 20 pipes or holes, Yet sometimes part of the boundaiy wall gives way under 
:the tremendous force of the floods. 

All the buildings are of laterite stone cut in blocks 16 in. by 9 in. by in. The bearing 
capacity of the latciitc is not large, and therefore high walls such as those of the central hall have 
to be wide in prqiorlion (1 ft. G in.). This is also the reason why all the buildings are only one 
storeyed. But the matciial is easy to handle, masons' wages clieap, and the stone itself readily 
•obtainable (1,000 blocks at Rs. dO delivered on the premises). The roofs are all covered with tiles 
'of the Mangalore pattern and all the floors paved with flooring tiles, plain or oraamented. 

There are two big blocks, one for the primary classes (10 class rooms 20 ft, by 20 ft. by 17 ft. 
•with a ball GO ft, by 20 ft. by 17 ft. for prayers, oral examinations and drill in the monsoon] and 
the other for the secondary and, it is lioped shortly also, Iho college classes. 

The main block contains in the centre a conspicuous Iiall, the largest and coolest in the 
whole of i^Ialabar, The dimensions of the ball are SO ft, by 36 ft. by 24 ft, with no flat ceiling. 
Jlere, as in all rooms, instead of limber trusses iron principals have been used to sjian the w*idth, which 
makes the appearance ligliler and iho construction cheaper. The hall can easily seat 500 persons. 
’The apex of the roof is just 51 ft. above giviund. On each side of the hal arc a small room 12 ft, 
•by 22 ft. by 17 ft. (for lieadmasler and peons respectively), and four class rooms (22 ft. by 22 ft. 
by 17 ft. cach)i Then follows a passage as wide as the verandah, to allow the students to cross 
:to the outhouses and playgi’ounds in the roar, as the school rooms open only into the front 
verandah. The two wings contain each (1) three more class rooms of 22 ft, length, (2) n smaller 
-room (18 ft, long) used as library and office, and as teachers' common room respectively, (3) a hall 
(3G ft. long) used respectively for drawing and science. 9Tio former is furnished with 40 slanting 
single desks and is frequently used for class examinations also, while general cx.'iminations are held 
in the big hall. The science lecture liall has a sloping gallery, conveniently seating 80 students 
.and affording them an uninterrupted view of the lecture tables. 

All tho rooms arc very carefully ventilated and lighted. The class rooms have three large 
windows each besides the door, and four vonlilators overhead which cany off tho heated air, This 
system has been found to work very well. It also increases the liglit in the room. The class rooms 
Jire all connected by innei* doors, which, however, remain usually closed. Tho verandah (9 ft, wide) 
runs round llio whole higli school block, making a circuit of rotber more than 3,000 running 
feet. The primaiy school building lias no verandah on ilie rear nor sides, but protecting roofs 
junning in aline above the windows. 

The playground extends over an area of more than 1 acre and is used for cricket and football. 
Courts for lawn tenuis and badminton liavo been laid out hchind the higli school Tho gymnastic 
•shod is a good one, being very airy, and contains all the apparatus prescrilied by the Bduca- 
■iion Lepattment. 
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Belimd llie riglit wing of Ihe Fchool is a line of 11 tilTiu roon)<; (two for teachers^ nine 
for students) witli a new well pnpplring good drinking water in front of them. 

The latrine behind the left wing has a cliimney 31 ft high to eany off the gases. This de\ice 
has been plauncd, het.aasc the latrine had to come jirctty near the school Imilding. It seems 
to work satisfactoiiiy. 

The manager's le^ideuce (erected in similar style) with outhouse.- and gardens completes 
the list of hnildingb in the compound, which wcic erected in I90j nml 1905 at n total cost 
of E4-h,U00 (eMdusi\e of coet of site). Ko Government grant for building was accepied from 
u distiust of the conditions wLicli might be iinpo«!cd. The work as originally designed has 
splendid!} stood the test of severe monsoons. The buildings were dcslg?ied and all buildiug 
opeiatioiis earned out by !Mj. G. Bcuncr, architect on the staff of the mission. The piimary School 
building was occupied in 1905 and the high school block foimally opened on Sth Jamtair 
iSOG by Sir, A. E, Knapp, I.C.S,, Collector of INfalahar. The whole high school block with 
ouihou<;cs took loss than 10 months to complete [monsoon season included). Additional land 
has been acquiied to tbo west of tbe school, upon which two hostels, accommodating 100 students, 
will he elected. f ... 
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Ilpvas<aiijuii Ifimlii Iliffli m;IiooI, Tlnipati. 

This uisliUition is located in a building creeled ‘^pojially for the pui-pose at a cost of about 
B50,000. ' 

The conslniclion was begun in ISOt and (he sdiool v/as tiiin^^ferred to it on the 7th Februarj 
1000 when the binldij>g was opened by TTis Exi'clioncy the Governor, 

The compound is 300 ft. by 250 ft, and is situated at the woslorn end of tlie town near the law 
courts and the Town Hall, and is free from the noise and hustle of tlie town. 

The building is of brick and mortar constniction faced with fine white plastering. The 
roof is of flat terracing throughout except over the main hall whicli carries an npper storey 
containing a corresponding hall. 

Tlie niaiii hall (i‘n?c plan) measures 50] Iiy 25 ft, and is used for examining pui’poscs for 
drawing classes and al«o for mcctincrs. 

’The right wing consists of (1) one room IS by 11- ft. used as ofllce room and librarj^, 
(2) four rooms IS by 20 ft, each provided with five reversible desks capable of accommodating 
SO Kcholai's, (3) one room 25 by IS ft. provided with seven revereihlc desks capable of 
acoommmlating -JO pupils. 

Tlie left wing consists of two rooms, one IS by It ft., and another 20 by 18 ft., both used as 
laboTitiorics. In one room the physical apparatus and chemicals are stored and the oilier is fitted 
up for pi-actical work in science. It is also provided with galleries capable of seating 30 to 3G 
pupils. The t\vo rooms arc coimoctcd by a dooiuvay. In the loft wing tliere arc three moi*c rooms 
of exactly the same dimensions ns the corrc.sponding rooms in the right wing, 

A garden to (ho west of the building has recently been pnrehasod and the purchase or 
lease of a large jdoL of land on the .outskirts of the town suitable for a playground is under 
.conlcmpltation. 
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Dlpliinstonc Scliool, Bomltayi 

The David Sassoon building o£ the Elphinstone High School was erected ftom designs by 
Mr. G. T. Molecey at a cost of 55^07,576, Rl ,50,000 of which was contributed by Sir Albert 
Sassoon, K.C.S.L The first stone was laid iu 187E and the work was completed in December 1878. 
It is a large and spacious building of some architectural pretensions, built of stone.' It faces 
the west and is situated at the junction of the Cruickshaufc Road and the Carnac Road. Its total 
area is 10,123 sq[. yds. There are 25 class rooms, twu of which are lent to the secoudaiy teachers* 
training college, eight small tiffin rooms for masters and boys, two small rooms for cricket kit and 
drill and gymnastic apparatus, five water rooms, one lecture room for the principal, one office room, 
one niaster^s room, one laboraton”, a hall (to accommodate about 400 persons), a librarT and residen- 
tial quarters for the principal (consisting of three large rooms, two imall rooms and offices) which 
once formed a portion of the school premises. The building has three floors connected by teak stair- 
cases at the two sides and spiral stone strps on either side of tie ball. Corridors run along the eastern 
and western sides of the building. In the front there is a well kid, out garden and a handsome 
flight of stone steps leading to the hall and in the rear a playground 11,3S0 sq. yds. in area. In 
thi'; playground are situated urinals, latrines, stables and all servants’ quarters. There is also 
room for a cricket or hockey grouud. In addition there is a playgronnd^covered with sand and 
a gymnasium underneath a portion of the first floor. Every class room is well lighted and 
ventilated and allows over 20 sq. ft. of accommodation to each pupil, bnt''as the school is situated on. 
a busy thoroughfare near a tram junction the rooms are somewhat noisy. 

2. This building was originally meant to accommodate 1,000 boys, but as a portion on the 
southern side has been convened into residential quarters for the principal and anothei* portion lent 
to the training college, it cannot conveniently accommodate more than 700. 

3 Most of the class rooms are furnished with about nine benches to seat some 30 boys, a 
master’s table and chair on a wooden dais and a blackboard. The benches, however, are of an old 
pattern and are gradually being replaced by dual desks constructel on hygienic principles. 

The laboratoiy is an ordinaiy room in which have been pkeej a semi-circular platform with tiers 
of seats to accommodate about 100 boys, a large table with a covering of load for esperiments and 
a few cupboards containing chemical apparatus. 

The library ooutams about 5,000 ^‘olumes on various subjects. These are all properly classified 
and numbered and suitably stored in wooden cupboards with gkss dooi's. Every year fresh add* 
iions are made of worics worth about Rs. 150, 
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The KaiiclilioiUM Ghliotalal Hisrh Scliool, llmicdahaiL 

The founi^tioii stone of this school was laid bj His Excellency Lord Lamington on ISth 
jHnrch lODj-, and the bnilding was completed and opened for use in December 1906. The total cost 
of the school was Rs. 1,26,051 including land compensation, out of which Rs. 41,000 was contributed 
by ^Cr. Chiunbhai IMadhavlal, C.I.E., in memory of bis grandfather, the late R. B. Ranchhodlal 
Chhotalal, C J.E. 

The site selected for the school is within the city walls, to the north of the English church on 
the road leading to the Delhi gate. The building faces the west and runs parallel to the main 
load in a compound of nearly 4 acres, of which 1,109 sq. yds. are occupied by the main building, 
and 4'10 sq. yds. by the siihsidiary buildings. 

The main building is E shaped and consists of two floors 17 ft. each in height and accommod- 
ating 350 students. The ground floor of the building has an arcaded verandah running round it and 
has a large ceutiul hall 60 ft, by 30 ft. with a vestibule of 30 ft. by 9 ft. in front, and the back is 
tnnied into a seim-octagou vAih high venetianed \rimlo\vs. Tlie right and left wings have each four 
rooms 22 ft. by, 22 ft. each, and a staircase room 22 ft. by 11 ft. in each. The west of the class 
rooms is protected by an arcaded corridor 10 ft. in width, and the back or the east side has one of 
8 ft. with end corridors of 10 ft. each. The front corridor comers have projecting toweis irith 
staircases, and those in tiic rear have l)een utilized hy turning them into store rooms. The towers 
are 54 ft. high and arc finished uith domes of C ft. internal diameter. At the first floor level there 
arc han^ng gallerie.« 4 ft. C in. wide, looldng down into the great hall The liall Is lighted on the 
firet floor with the lead-light windows in the octagon. From the vestibule, there rise two small 
octagonal turrets, to accentuate the central feature of the design, of which the one on the left leads 
to an open terrace by means of a wooden staircase. These tuirets are finished udth domes 4 ft. 
6 in. in diameter. 

On the first floor, the right wing has a large library 45 ft lOJ in. by 22 ft. 9 in, and rooms for 
the principal and masters, with a lavatoij' adjoining. The left wing contains one class room, a 
chemical hihoratory, and a chemical lecture room with raised seats to hold 136 students. 

The sabridiary buildings attached to the school are a gymnasium (62 ft. 3 in. by 27 ft. 3 in.), 
ivaier and tiffin room (14 ft. lOJ in. by IS ft. 101 in.), peons’ quarters, and latrines and ntinals. 

The building was designed hy Mr. J. Begg, F.R.I.B.A., Consulting Architect to the Govern- 
ment of Bombay. The cost of the main building itself was Rs. $9,146, i,e., something under 
Rs. fi-12-0 per sq. ft. or aunas six per cubic foot. The co^t of the subsidiary buildings referred to 
above was Rs. 10,758, 
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Dyrainjco Jccjccblioy Paiwcc Gliavitahio riistUutio]i^ Koiiihay. 

This building is situated opposite the Ciiarni Road Railwciy Station of the Bombay, Baioda 
and Cent ml India Railway on Queen^s Road, the main liiorouglifare in tho western part of the 
Island of Bomba}*, The situation is one of the finest in tho cit}'" as tho building faces the Back Bay 
and is open to the westerly sea bvcczc. 

Tho building consists of three wings forming tin* tlncf' sides of a rectangle, with a projection 
in the open space between the two side wings. Tlio fiont or principal wing faces the Queen^s 
Road on tho west side, and is 13C ft, long and 11,^ ft, wide. Tlie side wing on the south 
measures 1^18 ft. long and 37 ft. Gin. wide. The other wing on the north measures 113 ft. and 
3G ft. wide. The projection in the open sp:icc above loforrcd to measures 3G ft. and IS ft. 
broad. Tbe projection accommodates tlic pi’incipnl fiL'iirc,i‘«e leading to the different floors. The 
building consists of a ground floor and two iijipei* llooi^i hut tiic central poition of the front wing 
with the staircase projection lias been raised one ttiur higher. The front wing consists of an 
entmnee hall in the ccnlvo ji5 ft. hy 32 ft. with a i’.iniage porch fronting it. On cither side of 
this central hall there are two class moms, one moasui mg 24 ft. I)y 32 ft. and the other 25 ft, by 
32 ft. There is a corridor extending tlirouglnmt the whole Jengthof the front wing 10 ft, wide, 
with a similar conidor behind 8 ft. wide, to pmfcct the t'cntml hall and class moms from sun and 
min. The southern wing couBisls of a classroom 23 ft, by 24 ft., atitlinroom for boys 24 ft, 
by 25 ft, and a rear staircase with a verandah on tho north side extending along the whole of 
tlie wing. TJie other or the north wing consisls of a class room 20 ft, by 24 ft., a rear staircase 
and a retiring room for ilie hoys. 

Tho accommodation on the first floor is similar to that on tho ground floor with the exception 
that the room above the entrance liall is used as a class room. The second floor consists of a long 
hall extending along tlie vvbolo of the front wing^ measuring 135 ft, long and 33 ft. G in. wide, 
divided by open arches. The soutli wing on this floor consists of a class room, a teachers^ common 
mom, and the rear staircase. In the north wing there is only one room, winch is used as the prin- 
cipaVs office, besides the rear stairca'^e and tbe vetiring moms above those on the lower floors, The 
additional floor in the central portion of the front wing is used ns a musenm of commercial products. 

The stylo of the building is modern Gothic, with a gjible x-oof over the second floor in the centre 
and also gable roofs over the end wings. The figure in the central finial is a marble statue of the 
Goddess of Learning with a lighted torch in one hand and a book in the other. 

Tho foundation and plinth arc of rubble and lime masouij. The w.alls are gonorally of brick 
and lime masonry, the external faces being of Coorla stone, medium di^cssed khankis. Tiie doors 
and windows arc all made of teakwnod framing filled in with panelled Venetian or glazed shutters 
as rccpiircd. The strings, cornices, caps and other dressing are of white Porobunder stone. The 
bases and ai*chcs are of Coorla axid Porehnnder stone. Tho columns are of red Dliarangdra stone, 
yellow Coork stone or Porebunder stoxic in different parts of the building. The ground floor is in 
some parts made of artificial stone laid in concrete bedding 0 in. thick, and in others of acoustic tiles. 
The upper floors are made of teak wood girders, joists and planking. The first floor is made of 
concrete laid on the planking finished ivitli a layer of artificial stone. Tho second floor and the 
floor of the museum arc similarly constinctcd with tho exception that tho main or public hall, all the 
staircase halls and the corridors in front and rear on tlie second floor axe paved with Minton tiles 
of elegant patterns. Tho main staircase loading from tho ground to the first floor is made of Coorla 
stone fine dressed. The main staiivase leading to tho two other floors is made of teakwood, tho 
underside being filled with concrete to make tiiem fireproof. Tho rear staircases are of similar* 
construction. 

^ The roofs are made of teakwood trusses, purlins and plankings covered with Mangalore tiles, 
riic water closets and the urinals in tlie retiring rooms are on tho wot system of conservancy 
and of the latest sanitary designs. 

k2 
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There nre plargronuds in front and behind the building which have been enclosed by means 
of masonry vralls, the front jiortioii of the compound being surmounted by an ornamental iron 
railing. A gjmunsinm has been fitted up at the back of the building. 

A separate pTO'\’i«ion h?*! been made for the supply of filtered water on each fioor for drinking 
purposes, in addition to the water taps provided for washing purposes. 

Theie is an upper store; ed outbuildiug consisting of four rooms, each 1 Sr ft. by 10 ft., for the 
use of the chowkidar and other servants. 

The building \s'as designed by one of the trustees, Khaii Bahadur 31. C. 3[atzhan, T.R.I.B.A., 
M.I.C.IS., C.I.E., assisted by 3Ir. Hovmusji C. Pastakia, 31.S.E., and it was erected under the 
superintendence of Mr. M. X- Chaiidabboy, M.S.A., etc., the contracfoi’s being J^lessrs. Jivanji 
Jamasji & (‘o. of this city. 

The institution is divided into four departments, t’fr., (1) the primary- deiwifment teaching up to 
the Gujarati fourth standard, (2) the middle school department comprising Auglo-Gujaiati standards 
I to III, (3) the commercial high school department comprising Anglo*Vernacular standards IV 
to VII and prepaiing pupils for the school final examination with commerce as the optional subject, 
(J) the commercial college department preparing students for the London Chamber of Commerce 
examinations 





GROUND FLOOR PLAN. 

THE HAKE SCHOOH CAXCITTTA. 
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Tlic IlaiT Scliool, Collw Calcutta. 

The school is tilled after David Hare, the friend rd Raja Bam Mohan Bay, and one of the 
great pioncere of Indian education. Ilis statue, erected by public subscriplion, stands in the 
compound between the scliool and the Preside iiuy Colley ; and his poitiait hy Mr. Charles Pote is 
to be seen in the scliool library. 

Its history illustrates Hie development of the edwalioual movement in Bengal. The School 
Book Society foxindcd a pathsjila at Arpooly in ISh and a prepiiTalory school at Palaldnnga in 
1S32. These were made over to Mr, Hare’s care ami were .soon clo.scly connected, inasmuch as 
.boys from tlic Arpooly Scliool M'crc promoted to lh» Pafaldaiiga school, which prepared them for 
the IHmlu college, In ISS-t the two were innaig.imatcd under the name of the School Society’s 
School, though generally known as Hare’s school. On Hare’s death in 184*2 the school passed from 
private management into the control of the Government Education Department of the day. Suddenly 
'ejected from it.s Imilding by tlio landlord in 1S4JI it found a temporary liomo in the pathsala of the 
Hindu College, put at its disposal, until in 1 S4G a block was built to accommodate 500 boys. This, 
now used as a laboratory by the Presidency College, was known as the Coloolola Brandi School, In 
1852 the exclusive Hindu characlor of the school was abolished, and it lias since been open to 
all castes and creeds. In 1SG7 it was oflidally niiincd tlie Hare School, at the instance of Sir 
liVilliam Grey ; and it was moved to its present imilding at the junction of College and Peary 
Cliarsm Sirbir’s Street in 1S72. The cost, about a lakli of rupee.s, was met mainly from the accu- 
mulations of surplus fees. 

The building is a two storeyed block running east and west with its left flank on College 
Street, The two floow are of similar arrangement. Each is surrounded by a wide stone verandah, 
communication being by a wide stone staircase in tlie north-east corner. Each is divided length- 
wire hy a central wall, and each halt floor is subdivided into three rooms, a large centre, and two 
smaller side-reoms. Thus the total accommodation is 12 rooms, four central rooms of about 20 hy 
GO ft,, and eight side rooms of about 20 by 25 ft. In addition one or two temporary rooms for 
very small classes have been made hy canvas screens in comers of the verandahs. The partition 
■walls, whether of tiio permanent or of the temporary rooms, do not in all cases reach the ceiling. 

One room on the upper floor is u.sud as pollcge ofiicc, head inastei’’6 room and Hbraij. With 
this exception all are ordinary class rooms, with the usual equipment except that one room is 
set aside for special work in gcogiuphy. Prize givings and other general meetings arc usually held 
in one of the large rooms on (lie grouud floor, 'riic rooms are well ventilated and well lighted. 

The school is cramped in its t-urrouiulings. Its left Hank rests immediately on College Street, 
its right on a Imst! now in course of removal, and its south front 0|ions directly upon a narrew 
street, from wliicli it is separated by a low railing only. Tlie small fomjiound to the north of the 
scliool, between it and tlie Presidenoy College, is used ao a school playground ; school sports have 
been held in tho last two years on the Marcus Square greund, about 10 minni os walk from the 
.scliool, Tlie pupils number about 400 , 
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iVortlilirook Mclioo], l>arbliaug;a. 

The school was established in 188G and was endowed ont of the fund which was raised to 
commemorate the visit of Lord Northbrook to this district in 1878, and was hence associated with 
the name of His Excellencr. 

It was at first held in wretched rented houses but in 1SS9 it was transferred to the present 
building, which was erected at a cost of Rs. 18,830 hr the late Bai Ganga Prasad Singh Bahadur, 
one of the leading zemindars of this town, and the land on which it stands was the free gift of 
Babu Anwar Ali Khan, another Rais of this town. 

The site, although a mile off from the railway station and the court, was esi)ecially selected to 
afford equal facilities and advantages to the boys coming from the northern and southern quarters 
of this town. 

The main building measuring about 113 ft. 9 in. by 58 ft. is lectnngnlar and faces east. There 
are two approaches to it, one from its northern and the other from its southern gate, meeting under 
a projecting arched portico. 

The building consists of a big central hall measuring 60 fi. by ^5 by 25 ft., with a small 
verandah measuring 25 fi. by 15 ft. 9 in. in front and a room in the rear measuring 25 ft. by 16 ft. 
by 1*1* ft , utilised for the office and library, and with two rows of five rooms on either side of the 
hall. These rooms are of dimensions varying from 16 ft. by 16 ft. by 13 ft. to 20 ft. by 16 ft. 
by 13 ft. Of these, six opsn into the central hall and accommodate the first six classes of the school. 
The remaining four, which form the four corner rooms of thn bnilding, accommodate the two 
primary classes, one of them being used as a pandit's class for teaching Sanskrit. 

The central hall is generally used for lecture and examination purposes, but at present it is 
ntilised for special classes for drawing and optional subjects. 

In each of the class rooms, the boys are seated in fiout of the teacher, in parallel rows, 3 or 4 
deep as is found necessary. In each row two big benches large enough to hold 4 or 6 boys on each, 
are placed with desk in front and thus accommodation for about 40 boys is pravided in each room. 

With the exception of the corner rooms, the central hall and the ofiice room, the other rooms 
cannot be said to be as well lighted and ventilated as could be desired. The defect lies in their 
facing north and south instead of east and west, from which quarters the wind generally blows in 
this part of the country. 

There is an outhouse consisting of three rooms, varying in dimensions from 12 ft. by 8 ft. to 
15 ft. by 12 ft. built at a cost of Rs. 559. The rooms are used for water room, refreshment room, 
and store room for athletic gear. 

The compound, which is low and subject to inundations during heavy floods, is fenced all round, 
with wire. It at first comprised an area of 3 acres, but lately an area of 4 acres 17 poles was added 
to it on its western sides, to provide a good and spacions playground for the boye and to afford rites 
for the construction of hostels for Hindu and Muhammadan hoys. 
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Tlie Kihvavd Coronation Iliwii ^rItoo], RUmja. 

The Edward Coronation High School, Klmrja, was established bj Seth Nathi Mai Rai 
Bahadur and his younger brother Seth Ram Saliaj Mai uii ^iind Srarch 1901 in commemoration of 
the Coronation rcremony of Ilis Most Gracious Majesty Kitig Edward VII, Emperor of India. 

Its foundation stone wis laid by Ills Honour Sir James John Digges LaTouche, Lieutenant- 
Governor of the United Provinces, on the 14tli of December 1901, and the building with its fine 
marble portico ^vs]s completed only quite recently. 11 is situated in a garden on the outskirts of the 
town and a branch canal runs along tlic southern l)oundnry. 

The comjjound occupies aljout 5 acros, of which 17,090 sq, ft. are taken np by the school, 
1C,»53C sq. ft. by the Goviud boarding hou«c forming the northern wing of the school, 1C,53C sq, ft, 
again by the other boarding house now under constrnotion forming the southern \njig, and the 
remainder is used as a playground. 

The scliooi is a one storeyed building facing the west, two moms deep, having a facade 215 ft. 
long. The depll) of the building is 82 ft, and the height 17 ft,, that of the central hall being 
22 ft. 

The plinth is 3 ft. liigh and the stnircjises at the back are domed. The central and cross 
passages are such as make the work of supervision easy and allow the visitors to walk round witii- 
out disturhinji: (he class work. 

A verandah, 7 ft. wide, niiis round tlio building. Tlie building is well liglited and well ventil- 
ated. There are altogether 20 rooms and one hall, 10 rooms measure 20 ft. bj* 17 ft. each; the 
two corner rooms in the front are 14 ft. by 14 ft. and the remaining two at the hack 18ft. by 14 ft, 
each. The hall is 70 ft. long and 20 ft. wide. 

Tile laboratory occupies the south-east corner room and an adjoining room and is well equipped. 
The library contains about 1,500 volumes. The compound is mostly laid out as a garden, but there 
are two tennis coujta and si cricket field behind the building. 

The cost of the school building was over a lakh of rupees while tliat of the Govind boardmg 
house was about Rs. 10,000. 
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Colvin Talmidar’s School, Liicknon*. *'Si(l(lonV" Quadra iiirle. 

The CoIviD Taluqdar^B School \ras erected in 1 S92 by the faluqdars of Oudh at the iDstance of 
the late Sir Auckland Colvin to provide a special school for the sons of taluqdars onlj. The school 
comprises a school house and two boarding houses in the form of quadrangles^ as well as quarters for 
the principal and four of the staff. The plan of one of these quadrangles is here reproduced. 

The quadrangle is 157 vd*?. long and 127 yds. widej saiTounde<l by a wall and ornamental rail- 
ing, the gateway of which is locked after evening school. 

In the centre is a lawn SO yds. hy 40 yds. and on three side's of this are built the boys' rooms 
consisting of two rows of twelve each and one of six. 

On the fourth side is a Jaige room 4S ft. by 24 ft. where e^'em’ug lessons are prepared, nieetings- 
held, and on Sundays and other holidays indoor games played. Flanking this building in the 
corners of the quadrangle are houses for the resident masters. Each boy has a bed and sitting room 
17 ft, by 14 ft,, a small bathroom 9 by 6 ft., a small box room 9 by 10 ft. and a kitchen which is also* 
his dining room 10 hy 12 ft-. All the buildings are surrounded hy verandahs 7^ ft, wide with a 
bricked patliway 6 ft. wide in fiont of them. They are built of bricks set in lime ^vered with, 
cement plaster and have masonry roofs, jack arches and iron girders. 
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Tj'pc Plans for Schools and Boardin? Clonscs, United Provinces. 

Main building,— A full-sized school of 400 or 500 boys should be arranged as shown in 
the accompanying diwings. The building is planned so that extensions can at any time be made 
or if funds are not available at the outset or so large a school is not required portions can easily 
he omitted. 

The hall should be 70 ft. long by 35 ft. wide and 20 ft. highin large schools. In the case 
of smaller schools the minimum width should bo 30 fi. with a length according to requirements. 

Ordinarn clais room ^* — The minimum size of the dnss rooms is as shown on the plan-— that is 
20 ft. by ^5 ft. \ class rooms should always be arranged lengthwise across the building and placed 
so that the liglit comes from the end of the rooms. Tlio height should ordinarily be IS ft. One 
such room must be provided for every class or section of a i-I.iss for geneml class teaching. 

Thedramiig elms room should bo placed on the norlli and be provided with large windows 
unprotected by verandahs on the north side only. Tbrec clerestory windows may he provided on 
the north side, but there should be no cross lighting from the sides ; the verandah doors should 
therefore he pannelled. The drawing class room mar be a larger room than the ordinaiy class 
rooms, if this can he arranged. 

Other class rooms . — Smaller rooms (not less than 20 ft. by 15 ft.) should be provided as verau- 
cular language class rooms for the pandit and maulvi and also for a commerce class. 

Accommodation must also be found for the following (1) Head Master's office with bath 
room; (2) school office with record room; (3) library and teachera' room; (4) godowns in the 
corners of the verandahs. 

Verandahs should be 8 ft, wide and 12 ft, high. 

The building should face north and south as shown, so that the cast and west breezes wil 
blow through the central passage and througli the wings. All verandahs should be omitted from 
the north side. 

Light and ventilation . — The class rooms should be well lighted and ventilated, For light at 
least two large glazed doors Tvith circular or square fanlights should be provided for rooms protect- 
ed by verandahs and for rooms on the north side two large glazed windows ; for ventilation and top 
light, at least 4 cleiiJstory udndows sliould bo given in each class room measuring 25 ft. by 20 ft. 
or more ; the doors leading from the class rooms to the passages should be opposite the windows 
or outside doors to provide through ventilation. There should be no direct communication between 
adjacent class rooms, 

SciiDfCK LECTURD R003t AND I.ABORATORY,— Tiiese should be provided in a separate block as 
shown in the drawings; the minimum dimensions for these should be 23 ft. by 32 ft. and 23 ft. by 
36 ft., respectively. 

WoRKsnors roR ]uanual training. — ^These should be awranged in a separate building as shown 
in the plan. 

Boarding house. — ^Tho boarding house should be arranged as shown in the plan. 

Accommodation required in each boarding bouse block : — Booms for 50 boys with one or two 
reading rooms for piDparing lessons and verandahs 7 ft, wide, cook house for Sluhammadans, cook 
house for Hindus, enclosure walls, latrine and covered way. 

These are all within the enclosure, which can be locked up at night. The rooms for boarders 
should accommodate three boys each, neither more nor less, and should provide space for a bed and 
teapoy for each boy; tlie minimum size is 12 ft. by 10 ft. or 40 sq. ft, per boy. 

A well and batlring platlorm should be provided at a convenient distance outside the 
quadrangle. 

The quadrangle must be well drained by a pucha drein running round the edge of the 
verandah. 
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Cook houses. — The cook houses for Hindus should give 15 sq. ft. for each boy^s cooking place 
and 6hould,be well ventilated. For iMuhainmadans one cook house with a ehda range and chimney 
should be provided where one cook can cook for all the boysj and a dining room will be necessary for 
the boys to make their meals in. . - - 

Litwxes may be of any good standard pattern, but fhej'' must be enclosed, and the passage 
leading to the boarding house must he closed by iron gintings. 

SurEKI^'Tn^’I>&KT’s qu AMISS .’-•Detached quaiters for the boarding house supeiintendent should 
also be provided as sbovm in the drawing sheet. 

Seuvakts^ qUAUTERS of the ordinary pattern, uithont verandahs. 
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Brief Specifications. 

Main Buildings— Tlie elevation maj be designed to suit local conditions : — 

Foundations — Will be of lime concrete tbronghout. 

Flinth — Will be of Isfc class bricks in lime and S ft, high above ground. 

Snpentructur€.^^'i}\ be as follows :—(l) Exposed walls of 1st class bricks in clay, jambs of 
doors and windows, arches, tops of walls, parapets, etc., being in lime. (3) TJnexposed bearing walls 
will be of iind class bricks in clay, trimmings being of 2nd class bricks in lime, (3) Partition walls 
will be of 3rd class bricks in clay, trimmings being of 2nd class bricks in lime. The inside of the 
building will be lime rubbed and whitewashed and outside lime pointed* 

Verandahs — ^Will be lime pointed. 

Roofs — Will be as follows : — (1) Hall roof will be of double Allahabad tiles on sal wood 
supports and will be provided with an X. P. M. ceiling. (2) The outer verandahs, the head master's 
bathroom and the godown will have single Allahabad tiles on sal wood scantlings. (3) The roofing 
of the class rooms will be of jack arches of 1st class bricks covered with lime concrete. The arches 
will rest on rolled steel girders. (4) The passages will hare tied arches covered with lime concrete. 

TJie ekeirback of the tied arches and the Trail for 9 in. helotv the springing Trill be of 2nd class 
bricks in lime mortar. 

The doors and windows will be of teak wood set in sal wood frames and the sills of doors will be 
of stone. 

The flooring will bo of in. flagged stones on 3 in. lime concrete. 

ScIE^XE CL.\SSES AND woukshops fok sianual TRAINING, —Specification as for main bnilding. 

Boarding House x-^Foundaiions — Will be of 2nd class bricks in lime on lime concrete. 

Flinth'- Will be of 2nd class bricks in lime. 

Sup€rstrncture^-^\W. be as follows (1) Exjiosed walls of 2iid class bricks in clay, the jamb^ 
of doors and windows, arches, tops of walla, etc., being of 2nd class bricks in lime. (2) All 
unexposed walls will be of Srd class bricks in clay with the exception of the usual tiimmiugs, which 
will be of 2nd class bricks in limo. 

iZco/^Will be of jack arches on E. S. beams and finished of£ with lime concrete in main roofs. 
Verandah roof will be of single Allahabad or lock tiles on sal wood scantlings. 

Flooring — Main rooms will have 4 ft, 2 in. terraced lime concrete and verandahs brick-on*edge 
on 3 in. lime concrete. 

Foots and mndows — Teak wood in sal frames. 

The inside of the building will bo lime rubbed and whitewashed j outside, including verandahs, 
lime pointed. 

Cook Houses for Students : — Foundations — Of 2nd class bricks in limo on lime concrete. 

Flinth-^Oi 2nd class bricks in lime. 

Superstructure — Will be of 2nd class bricks in clay with the exception of the usual trimmings. 

Foof — Single Allahabad tiling on sal wood scantlings. 

The inside of building will be lime rubbed aud whitewashed and outside lime pointed. 

Foors and windows — Of country wood in sal wood cIianMats. 

Superintendent's (^uatrers x^Foundations — 2nd class bricks in lime on lime concrete. 

2nd class bricks in lime. 

Superstructure — 3rd class bricks in clay with the exception of the exposed walls and the usual 
trimmings, which will be of 2nd class bricks in clay and 2nd class bricks in lime, respectively. 

Moors. — Main rooms will have 44 in. terraced concrete verandahs, 44 in. brick-on-edge on 3 in. 
concrete, and kitchens and latrines will hjive stone flagged or cement conglomerate floors. 

Main rooms will have jack arched roof on R. S. beams covered with concrete terrac- 
ing } verandahs, kitchens and latrines will have single Allahabad tiles on sal wood scantlings. 

Foors and windows— yii\i be of country wood in sal wood elmMais. 

T. 2 
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Inside of rooms to be lime nibbed and whitewashed and outside lime pointed, 

ExetosuRE WALLS OF doaiidil'O HODSB.—The oncloBUTe walls will be of Snd class bricks j the 
foundations will be of Stnd class bricks in lime on lime concrete. The plinth will be of iilnd class 
bricks in lime. The superstructure will bo of 2nd class bricks in clay strengthened by pillars of End 
ola^s bricks in lime. 

The Bides of the enclosure walls wdll be lime pointed and the top lime plastered. 

Latjhkes tor students and thk covered way. — ^The walls will be of 2nd class bricks in clay 
with the eNception of foundations, plinth, superstructure walls up to a height of 2 ft. above plinthi 
tops of w.aUs, jambs of dooi^ and other openings, pillars and niuhes, whicli will be of End cLtss bricks 
in lime. The roofing will be of single Albibaljad tiling on sal wood scantlings. The flooring of the 
Latrines will be of stone flags or cement conglomerate and that of the covered way Avill bo of brick- 
on*edgo over in. lime concrete. 

Rough estihati;.— T he approNimate cost of the buildings will be as follows 


Name of building. 

Plioth arei. 

Rate. 

Cost. 

(1) School IniUding 

aq. ft. 
SU54 

lb. A. p. 
per iq. ft. 

3 2 0 

Rs. 

62,177 

(2) Scienco block . . . , 

1,031 

2 8 0 

4,828 

(3) IVorlvsliops 

1.GSS 

1 12 0 

2.019 

(4) Boaidiug honsc ... 

6,020 

1 10 0 

9,782 

(6) Cook house for .Mulmmmadiviis ... .... 

482 

18 0 

723 

(6) Ditto Ilindns . 

CIS 

ISO 

9G7 

17 ) Kncloamcs wnlls to (3j nnd (1) . . . , . 

! 


316 

(8) Irttrine tiTid covcrel TVAy , 

*603 

2 "s 0 

1,266 

(D) Well and bathing platform . , ... • • I 

(10) Supcriiilendout'B ijuaiters 

(11) Onthousca ' 

Lump 

sum 

740 

1,331 1 

1 10 0 

2.163 

10 1 

ISO 0 0 

1,200 

1 

(IS) }!'cnrii]g road<i, gates, etc 

houses 

Lumpi 

1 

each 

cam 

3,000 


Total 


80,000 
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TIic Central Moilel Scliool, laliorc. 

The Central Model School occupies two of the extensive group of buildings which comprise 
~the Lahore Tiuiuing Institution. The site^ although outside the citji is less than a quarter of a 
mile from two of its main gates, and the school is therefore conveniently situated for pupils 
residing outside as well as within the city walls. 

The older of the two buildings was erected as a district board school iu the year 1884* before the 
training college was built. The cost, about Bs. 45,000, was mainly defrayed by the Lahore 
Municipality supplemented by a grant from Government. When the scheme for the,establisliment 
of a training college for secondary teachers was iirst initiated, the school was considered to be in 
•every way suited to the purposes of a practising school, and the college was therefore erected on the 
ground adjoining. The extent of the site occupied by the school buildings and playground is 
-approximately 180 yds. by 1^0 yds. 

The original building consisted of a single line of class rooms built round a quadrangle and 
surrounded on all sides except the north by verandahs, 10 feet wide. With the expansion of the 
school it was found necessary in 1894 to add a second line of four class rooms on the western side, 
.adjoining those already existing. Originally all the rooms received plenty of light and air from the 
-outside in addition to wliat was received from tlie quadrangle. But, with the doubling of the line 
-of rooms on the west, light and air are available on only one side, and in the case of the inner line 
•of rooms, whose source of light and air is from the quadrangle, lighting and ventilation are 
defective. 

Directly opposite tho entrance to the quadrangle is a science lecture room used for the students 
-of the middle department. This room measures 30 ft. by 18 ft. and can accommodate about GO 
students. Of the other class rooms fom* are ft. by 2G f t.j and the remainder are %% ft, by ^0 ft., 
which is not insufficient for classes of 40 boys, the maximum allowed by the Education Code, The 
seven rooms on tho east of the building are occupied by the middle department, and the 11 rooms 
to the west by the primary. This block occupies an area of 156 ft. by 130 ft. 

By 1903 the school with more than GOO scholars had oulgrown its accommodation, and overflow 
.classes were being taught in rooms in the training college. The reorganisation and extension of 
that institution with a large increase in the number of students under training rendered the 
'enlargement of the school imperative, and the new building was erected by Government at a cost 
of about BiS. GO, 000. 

This measures 100 ft. by 100 ft. and consists of a central ball flanked on the west by a science 
lecture room and three class rooms, and on the cast by three class rooms, an ofljce and a headmaster’s 
room. The hall is of one span 9G ft. by 45 ft., the roof being supported by steel beams. 
This large hall is not only of great use for liouso examinations but has also been utilised for depart- 
mental and imiversity examinations. 

The science room can accommodate 80 students and is fitted with a supply of gas and water. 
The verandah on the west of the science gallery has been fitted up as a small laboratoiy with 
benches, each supplied with gas and watei', for 14 students. The classrooms in this block receive 
direct light and air from only one side, and although there are large glazed doors opening into the 
hall the need of additional light and ventilation is felt during the summer and in the rains* The 
•class rooms in this block are occupied by the high department. 

This building like tlio other has verandahs on three sides, the ends of the eastern and western 
verandahs being enclosed to form small rooms for the Sanskrit and Arabic teachers. There are at 
present 900 boys on the rolls divided into tho ordinary 30 classes in 25 sections. The staff consists 
■of a head master in the Indian Educational Service with 40 assistants including special teachers for 
Science, Sanskrit, Arabic, Persian, drawing, kindergarten, commercial subjects and drill. 
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Tlir Islaiiila Iliirli Schnni, Hn^ualpinili. 

The mnin fcLooI is located in a building specially built lor the paqraFC at n co<:t of IS^OC 
approximately. The Fchool o^\c.s it*? name to its patron Seth ^lamooji Ilakimji who subscribet 
Hs. 4,000 toAvnnls the new building fund. The building was completed and the scliool iransfcnv 
to it ill tlic year 3S00. 

The compound comprises an aica of about 17,JS0 sq. ft., to the {•outli-west comer of the t- 
opposite to the company garden. The main bnilding meamres about 0 , 2 SG f(]. ft. and consist 
of a spacious hall GO by SilJ by 20 J ft. used for lectures and examination purposes. There 
two wings to the east and west, consisting of eight rooms in all, each 23 by 15 by 10 ft., whu- 
accommodate five classes of the secondary and two classes of the primary departments. One c 
the rooms is used ns a science room. A verandah 72 by 9 by 10 ft. runs along the front of t 
school. On the east of tho main building tlicrc is a small block consisting of three rooms .av 
about 12 by S by OJ ft., one of winch is at present used by the junior special class and the othci 
as the godowns of the school with a vcrand.-ih 33 by 7 by 7 ft, and the bnilding is on a i ’ ^ 
platform and is well ventilated and lighted. It is after the style of a modern house, with dec 
glass doors and windows. The flat roof is supi>ortod on steel girders. The building comma* ^ 
a good view on all sides and has its main entrance to the south. The compound is not snrrouml 
by a fence or wall, The small space between the main building and the small block serves 
the school gymiiasiiim ; while for drill, the students are taken to a ground in the company garde 
close to the school. The students play football and cricket in a field near the town belong^n 
to the muiiicip.a1ity. There is a small library and a reading room attached to the school. T’- 
students are sc.atcd on desks and forms facing the teachers in all the rooms. The nnmher 
students that can be accommodated in each room is 30. 

Owing to the want of accommodation in tho new main building, the lower primary cluo. . 
are held in a house in the town. The house stands on a plinth and consists of three itj- 
with two more comer rooms enclosing an open space between them. All the rooms are %*»-• 
ventilated. A branch school was opened in December 1909 in the cantonment sadar near the tai 
way station in a double storeyed house consisliug of a central hall and two spacious comer roo»* 
which provide accommodation for a fairly large number of pnpils. 
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. Boarding House of the Oovcriiincnt High School, Lyallpur, 

This school, Trhich was raised to the status of a high sl'IiooI in September 1905, was origiuallj 
started as an Anglo- Vernacular middle school in 1897, and before the Lyallpur district was con- 
stituted on 1st December IDO-l*, had been mniutained by the District Board, Jhaug. Lyallpur very 
rapidly grew to a municipal town and the institution was placed under the management of its 
municipal board on the 1st of April 1901, Soon after, in January 1905, the school was provin- 
cialized and taken over by Government, Just before this, the present school building had been 
built. Tbe present boarding house, too, had been taken in baud by the municipality and was 
made over to the lieadmaster after completion in August 1905. 

The entire school compound measures about an acre, and the building of the boarding house 
faces the rear of tbe school ^building cat a distance of about 150 yds, and stands in a beautiful 
lawn that serves the purpose of a playground for the boys. 

The boarding house building is in the form of a quadrangle 14-7 ft. 9 in.» by 77 ft. on the 
outside, into which two doors open. It is a one storeyed building of which the plinth is sufficiently 
high to prevent the walls from watevlog^ng. The entire building possesses a pucH floor. The 
roofs of the barraclcs and rooms are supported on iron girders and wooden beams while the roof 
of the vemiidah stands only on wooden beams. 

The bojirdiug house accommodates 43 boarders. It is well lighted land ventilated, there being 
80 windows, 20 side lights and 20 man holes. The windows are provided with strong iron bars. 
There are 20 recess almirahs in the walls. 
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Gorermncut An^lo-Yeriiaciilnr School, Thnzi. 

This institution consists of two buildings^ one used as the school and the other as a hostel, put 
up by Government at a cost of about Bs. 1,00,000. 

The site has been judiciously chosen and places the school about 30 ft. above the rest of 
the town, giving it thus n commanding appearance, and at the same time allowing it a full share- 
of the cool breeze which blows almost constantly throughout the year and is the main support 
against a fierce heat not unlike that of the Punjab. 

The school house ,— building stands on a base in shape exactly like the letter H, lying 
east and west: four sets of three equal sized class rooms 30 ft. by 15 ft. connected in pairs, with a 
passage 10 ft. "wide between each pair, by a large drill or assembly hall GO ft. by 30 ft. On either side- 
of this hall are verandahs 10 ft. wide whicli lead into it by four doors and run past the set of 
class rooms on their inner sides. Each class room has a door leading into either of these 
verandahs. Two other verandahs 7 ft. wide run along the north and south ends, the class rooms 
having doors opening into these also. There are no verandahs to the class rooms exposed east 
and west which are supplied each with four large windows. The walls all round run to a height 
of IS ft., and the roof, which is of shingle, has its ridges IS ft. above the eaves. Wire netting 
to keep out sparrows connects the wall with the roof. There are also sky-lights. The materials 
employed are mostly wood, bricks and mortar being used to fill up the wooden framework of 
which the walls consist, the thickness of the walls thus being a little more than half a brick. 
This process of building (^brick-uogging ') is in vogue in almost the whole of Upper Burma, and 
considered not only cheaper but a safeguard against earthquakes. 

The hostel , — ^The other building used for a hostel is about 95 yds. from the school house on its 
north side and connected with it by an avenue of neem trees. The design is simple : on a rect- 
angular base 140 ft. by 40 ft. It is a double storeyed building, the rooms on the lower flat which 
are tiled having their walls of a construction similar to that of the school house, while those 
upstairs are entirely of wood. Downstairs, in the centre of the building, there are for the use 
of the boarders one large room 40 ft. by 20 ft. for preparation and two others each 20 ft. square 
used as dining and reading rooms respectively. Between the room first mentioned and the two 
latter is a passage 10 ft. by 20 ft. connecting the two verandahs which run east and west in the 
front and the back of these rooms. Upstairs immediately above these three rooms and the- 
passage is the dormitory 90 ft. by 20 ft., having verandahs both in front and back, of the same 
dimenrions as those downstairs. At either end of the building adjoining these rooms both 
downstairs and upstairs are two rooms on the ground floor 6 J ft. bj" 20 ft. and two of corresponding 
dimensions immediately above, with private verandahs to each set facing east and west. These 
rooms are for the use of resident masters. Fart of the verandah at the back of the dormitory 
has been taken at each end for bath rooms to the teachers’ quarters. The walls downstairs are 
12 ft. high and those upstairs 14 ft. The roof of this building also is ridged and of shingle. 
There are six shurcases, two leading to the dormitory from the back and front, two leading* 
into the teachers’ verandahs at the ends and two more at the back connecting the teachers’ bath 
rooms. A few yards away from the building at the back are three kitchens, two of which arc 
for the use of the resident teachers, the centre one and the largest for the boarders. 

The servants’ quarters are in the north-west, and 86 yds. further west of these is the boarders’ 
batbioom, zinc allround both roof and sides, with a paved tank in the centre 31 ft. by 4 ft. 

The comji)ound . — The space within the compound not being sufficient at any place f a good- 
football ground a separate plot 600 ft. by 450 ft. has been closed in on the east end. 
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TYPE PLAN FOR HOSTEL FOR 75 BOYS. 
EASTERN BENGAL AND ASSAM. 










END ELEVATION SECTION ON AOCO. 


TYPE PLAN FOR HOSTEL FOR 25 BOYS. 
EASTERN BENGAL AND ASSAM. 
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Tjiic-iilaiis of hostels. Eastern Bengal and Assam. 

TJie objects aimed at in framing these type-plans Tvei’e good ventilation^ proper Bupervision 
and clicapnesSt The buildings eroded are intended for boys of high schools^ and are generally 
aitfiched to aided institutions. Government gives a grant towards their construction; and they 
.nre managed by local coimniUees under departmental lules and on suitable conditions. 

The plan for 5-5 boaixleis may be taken as representative of the others. The internal measure- 
ments are 102 ft. by IS ft. and there i.s a 6 ft. vei’andah in front. It has been found that 18 ft. 
is the most convenient breadth. - The verandali is set to fai.*e the direction of the prevailing wind 
gcncrallj' south-west or south-east. Thus a tlioinugh draught is secured through the building. 
Purtherj an opening about 2 ft. broad, protected by wire netting, runs along the whole building 
under tlie ceiling and permits the escape of vitiated air. 

Partition walls are not permitted in these hostels. There has been some opposition to this plan, 
as an o])inion is current that study in a long room, with many occupants learning their lessons aloud, 
is imjrossiblc. The pjejudice, however, is departing; and if it carries aw^ay with it the practice of 
leaTiiing lessons aloud, so much the better. The absence of partition walls (low screens of about 5 ft. 
in height, with a broad open passage between running the length of the dormitory) serves not only 
to eiKsure ventilation but also lo facilitate supervision. A resident master always ocenpios the 
middle portion of the dormitory with a small private room jutting out behind. In the plans for 
larger hostels, the superintendents room is so placed ns lo permit of his exeic’sing vigilance through 
oaidi wing. For 75 or more boys, two superintendents are reguiiod ; and, intheplau for 100, each 
superintendent is again enabled to get a clear view through the whole of his half of the hostel. 

TJje building lends itself to light material — masonry plinth, fiamc-work of timber or metal, 
wall-panels of cA'ra or bamboo, and corrugated Iron roof. Bates vaiy local’y ; but such a building 
can 'geneially bo consliucted for about Bs. 2 per squara foot. As tliwe is a great demand for 
such buildings, and as local contributions and provincial funds available for grants in-aid are 
limited, a cheap form of building is requisite. The typo of roust ruction is tuitable lo the oountiy 
Jind climate. It iiivolves, of course, considerable oulbiy on repairs fmm lime lo time. But given 
caieful icpaiiing, the buildings aic likely lo be dur.able. And they approximate lo the type 
uuivoi sally emjdoycd in the larger villages of Faslcrn Bengal and Assam for private dwellings. 
At the same time, the plan permits of construction in mud or sun-baked brick in those (diierj parts 
of the country whcie this mateiial is available and is oidinarily employed. And, in one instance, 
a laige j)hc^a boslel has been eiectcd on this ground plan, though the superstiuuture naturally shows 
con.sidrrable vniiation/ the' roof being leiTaced, etc. 

Tlie buildings are un pretentious, but the long line of frontage (even when su) mounted by an 
iron loof) has a distinctly ]iloasing effect. Unostentatious buildings, depending in appearance on 
length rather than height, and on broad lines and shadows rather than on detail, are particularly 
suitable in this count ly of large flat spaces and broad low’ 7 ras*'es of foliage. 

The dormito lies are Eufliciently large to permit of study. But the central space is sometimes 
expanded into a hall, wdicre the boys prepare their lessons. Cook-houses and a separate dining hall 
form nccessaiY .id ju nets to llicso hostels. 

The type-plans were drawn tlnee years ago; and revision is pioceeding as experience dictates. 
On the whole, they have proved most satisfactory. But in one puint, namely, provi*5inn for piotec* 
tion against beat, they aio defective. Corrug.aied iron roofs aie largely in use in l aslern Bengal; 
but they possess the disadvantage of keeping the building at a very high tempciatiire during the hot 
months. The climate of this part of India is not so hoi as to make this disadvantage rirsuperable— 
as the popularity of the "tin roof Icsliiics. But the building can be kept at a rcasomib’e tempera- 
ture b}' the simple device of placing the ceiling some three feet below the terminalitin of the posts 
W’hicli support the roof and Io.aving the intermediate apace open all nnind. Thu^ .a free current of 
air plays between roof and coiling. And, if the ceiling is further constructed of whole bambaoe, 
surmounted by matting with a Inver of earth above, the building will always lemain cumfoitably 
cool. Cross-sections have been drawn showing this modification ; and hostels are now constiucted 
according to this revised plan. 


v. 
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Govenimciit School^ Hosliaii^abail. 

Tiie bnilding in which the Iloshangabad Goreinment High School meets is situated on the 
left bank of the river Xerbudda^ on the site of an old fort which was built about 1720 A.1). 
■and was once a verr masiiive stone building of regular shape with its base on the river command- 
ing the road to Bhopal. There is probably no school uith equally good surroundings and in an 
■equally fine situation. The scene as viewed from the school building is extremely fine, as on 
the opposite side of the river there are picturesque ranges of hills. 

At the south-west corner there is a private garden which it is under contemplation to purchase 
for extending the existing compound. It is much requiied as a portion of the grounds has been 
occupied by the extensions that are being made to the main building. 

The present school building, the cost of which is estimated to have been about Bs. 25,000, was 
designed by 3Ir. G. G. ll'hite, Executive Engineer, and built entirely at the cost of the residents 
of the district. 

It was commenced in June 1S93, completed in December ISOJ, and declared open on the 2nd 
■of Januaiy 1895. 

The main building measures about 93 ft. by 75 ft. and consists of a central hall 52 ft. by 26 ft. 
by 24* ft. used daily for class work, for office work, and for imparting instruction in drawing. The 
chief defect of the central ball is the excessive reverberation of sound which makes it unfit for the 
teaching of two classes at the same time. Two rooms each 21 ft. by 20 open into the hall by means 
of folding doors, and, with the hall, serve for the purposes of the annual meetings, draunng and 
university examinations. The plinth of the building is 3 ft. high, the fioor being of diessed fiag 
stones. Good ventilation and light have been provided thronghout by means of a number of large 
■doors and clerestory windows. Tho roof of the building is of flat terracing throughout and it is 
supported on steel girders. The high school has in recent years so rapidly ontgrown its present 
building that further extensions have been found to be an urgent necessity and are now being 
carried out. These extensions will consist of a number of class rooms, sdence laboratory, library, 
■covered gjTnnasium, store room, servants' quarters, headmaster’s room and urinals, and will cost 
Ks. 41,932. Two plots of garden each measuring Sift, by 4-l<ft. have of late been laid out in front 
•of the bnilding. 

The number of boys in the high and middle department is about 425. It is proposed to 
accommodate these boys in the main building and the extensions to be made thereto. For the 
present only the high school department with 180 pnpils meets in this building, the middle school 
-department has been located in the hostel buildings and for the hostel suitable private bouses in 
the vicinity have been rented. This arrangement will last for a couple of years more, by which 
time all the extensions are ex}>ected to be completed. 

At present the s 3 -stem of seating employed and the numbers accommodated in the class rooms 
are as follows ; — 

The headmaster occupies the south-eastern room for his office work and teaches the classes 
therein that are under his direct tuition ; the science teacher occupies the south-western room. The 
fifth class, section A, with 32 hoys meets in the eastern wing, section B of the same class with 29 
boys meets in the southern i^rtion of the ball. The sixth class, section A, with 23 boys occupie® 
the north-east verandah, while section B of the same class with 2G hoys meets in the north-west 
corner room. The two sections of the seventh class each consisting of 35 boys are accommodiatcd 
in the middle room on the west, the north-east comer room, the science room, and the headransrers 
room at different periods. 

The school has a hostel containing 44 boys of all castes and creeds. There is a resident master 
who supervises them and who has a separate lodging in front of the hostel. 
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of the two medimn size ela'^s rooms^ nncl nbont 25 Tinys in each of the small clas<! Tooms. Thus 
there is accommodation for 225 to 250 boys in the piescnt building; but witli the five new rooms 
of the extension which wU accommodate about 30 boys each, tbe accommodation will be ample. 

There are within the school compound a hostel for students and rjuarten; for a resident 
master. As the accommodation in the hostel \v'as insiifiicient an additional hostel has been hnilt 
at a cost of Rs. 2G,507. This is a suitable airy building with stone flooring for the most part and 
covering an area of about l*>,o00 sq. ft. There are 12 dormitories accommodating 00 students 
and seven other rooms, including store rooms, kitchen and dining and liatli rooms. Quarters are 
also being provided for a *jwecj»er and other servants of tlie hostel. 









SCHOOLS FOR BOYS — ^HIOH SCHOOLS, 
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Aiiirlo-Ycmcular Sciwol, AUoLa. 

The institution has been located in n building specially bmlt for it on the west of the Basiin 
1Road at a cost of a little over Rs. 11,000. The school buildingiwas opened on the 27th January 
1908. 

The building proper covers an area of 10,200 sq, ft. in a field over half a mile away from 
the town. It is in the IS form \vith its face to the east, the front being enclosed by a compound 
wall with an iron gate at the centre (8 ft. wide). All the walls are of jJKc/’a bncks and mortar. 
"The rooms :md the verandah (8 ft, broad) have a floor paved with square-shaped Neemuoh stones. 

The body of the building consists of a main hall (50 ft. by 20 ft.) with three rooms on 
either side, and there are two in each of the wings. In front of the building runs a verandah 
*8 ft.' wide, with wooden posts supporting the projecting Mangalore-tiled triangular roof of the 
building. A narrow passage (4 ft. wide) between the main building and the northern arm leads to 
the latrines and urinals (of corrugated iron-sheets) provided for the institution and attached to 
-the building by an iron-roofed passage. 

An open quadrangle (in front of the building) enclosed by the compound wall, is for the 
present utilised for exercises in gymnasium and drill, there being no other space available. The 
"rough open field of about 2 acres, in the rear, serves as a playground. The levelling and fenc- 
ing of this is much needed. 

The main hall accommodates two classes of 52 boys in all, mth no partition. Of the rooms 
■on the northern side one (16 ft by 20 ft.) adjoining the hall, has a class of 22 boys ; the other 
is a water room (10 ft. by 8 ft.), and the third (16 ft. by 12 ft.) to the west of this, opening 
independently to the noitb, is used for stores. 

Of those on the southern side, one (16 fl*. by 20 ft.) next to the hall accommodates a class 
-of 22 boys and next to this are the office (IG ft. by 12 ft.) and library (16 ft. by 16 ft.) rooms, 
having barred "windows. 

The rooms at the end of the wings (20 ft. by 16 ft, each) have in them classes of 24 boys 
..each and the others to the west of these (14 ft. by 10 ft. each) furnish accommodation for 40 
boys in two equally divided separate classes. 

All the rooms admit sufficient light and air through doors and wire-gauzed arches in front 
nnd windows at tlie back. 
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SCHOOLS ron boys — ^high schools. 


Anglo-Urdn Scliool, Alcola. 

Tbe building slnudi. on the western side of the Moonui river bridge. It was erected in* 
1873. The total approximate cost of the building is about Ks. 20,000. It is situated in the centre* 
of tbe town, and hence it is within the easy reach of tbe students of both town and Tajnapeth. 

The whole school building covers an area of about 3,S80 sq. ft. and consists of one middle hall 
50 ft. by 20 ft. by 22 ft. stretching from east to west ; and four side rooms, two to the south and 
two to the north of the middle hall. Each side room measures 20 ft. by 12 ft. by 17 \ ft. Tbe 
building has four verandahs. The two vc andahs tovrards the east are enclosed half by walls and 
half by railings, and hence they are converted into regular rooms. The west verandahs are- 
unenclosed. Thus there are seven i-ooms in the whole building. Tbe arrangements for ventilation 
and light aie satisfactoiy. Tbe glass panes of tbe outer doors and ventilators are protected by 
means of iron whe gauze. Two years ago the eonntr}’ tiles of the roof of tbe building were replaced 
by Mangalore tiles. 

The seven rooms of tbe building are at present occupied thus : — 

Standard 1 contains 42 boys. It is not divided into two sections yet for want of an additional 
teacher. It is taught in tbe middle ball. In one of tbe side rooms to the south of the middle ball. 
Standard II of 19 boys is accommodated and in the other the drawing master teaches, while in one 
of tho side rooms to the north Standard HI of 22 boys is taught and tbe other is used as an office 
room. 

Of tbe two enclosed verandahs to the east one is reserved for a water and lumber room, one 
verandah is left vacant to accommodate Standard IV which is shortly going to be introduced in this 
school. 

The area of the compound which is unfenced is about 25,930 sq. ft. The eastern part of the 
compound is used for Deshi Kasrat. Two bars and a malkbamb are also pitched there. In this 
portion of the compound there aie 20 neem trees. The western portion of the compound is reserved 
for native games. 

There are two latrines in the compound, one with five scats made of coimgated iron sheets for- 
ihe use of the boys and tlie other built in brick and mortar for tbe use of the teachers. There are 
two small rooms in the compound intended for peons' quarters, but for the present they are occupied, 
by tbe poor mofussil students of this school. 
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Hindu Lower Secondary Scliool, Srivailuintani, 

Srivaikunfcam is a taluq station 16 miles to the east of Tinnevellj, the capital of the distriofc 
•of ilie same name. It is situated on the left bank of the Thamara porni, a perennial river. 
‘There are many big neighbouring villages with only elementary schools. It is, therefore, a good 
-centre for a complete secondary school. 

Though hot in summer, Srivaikuntam has a bracing climate when the monsoon commences. 

The school has a new building of its own completed only in 1905 at a cost of Rs. 5,260, of 
which Rs. 1,000 has been paid by Government in the shape of building grant. 

The school is built in the centre of the town and opposite to the Coronation Reading Room 
within a compound measuring 113J ft. long and 103 ft. broad oast to west, protected all round by 
walls 5^ ft The main building faces west and consists of a long hall 94 ft. by 1 6 ft, connected at 
its ends with two wing rooms at right angles to it, each measuring 30 ft. by 16 ft. In the front it 
has a verandah 8 ft. broad to the whole length of the main hall. There is also a verandah of the same 
breadth at the back. The inside of the school house and the back verandah are paved with square 
bricks and the flooring of the front verandah is The roofing of the whole building is 

-covered with tiles and is ISi ft, high at the ridge. 

The building has sufficient light and rentilation as there ai-e 19 w}ndows 4.J ])y ft,, seven 
doorways 6^ ft, by 3 ft., besides the two main doorways 7 ft. by 3 ft. The flooring is 4 ft. above 
the road level. 

In the compound is a small godown and also a well. 

A naiTOw strip of land 4 ft, broad between the compound wall and the main building is used 
for garden purposes. 

The remaining space which covers an area of 3,595 .sq. ft, is used as gymnasium, drill and play- 
ground. 

To the nofth of the school house there is a narrow lane ft. broad and to the north of the 
lane there is a vacant site 163 ft. by 513 ft. Half of this site has been already purchased and 
-arrangements are being made fo purchase the other half also. 
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SCHOOLS FOR HOYS—Mn>DLB SCHOOT/S. 


Kn^ttiira Kiimarl Middle SeliooL Rnliini. 

The ccliool wnc; fouiiilcil Itr TIinhiimnI Knpfiiin Knmnri GLni^valin of llohim. Tlio foundaiion 
Btonc was laiil bv ^Ir. 11. Viiircnf, l.C.S., (he Deputv CommiFs'onor, in <Lc year 1S90. The 
rpIiodI comiKniiul com pt 1=0*; an nraa of 2,770 sq. }tls, andilic main building compri?cs nn area of 
80*]* sq. yds. 

The school building i^ SO fl. in Icngfli and 81} ft. in breadtlu If consists of tiro large rooms, 
each measuring 23 ft. b}* M ft, bv 1C ft., four corner rooms, each measuring H ft. by 12 ft., and 
two verandahs, one on the ca and the other on the wc't, crch measuring 48} ft. by 8 ft. The 
scliool library is in the .':oiitl)-cn<;t comer room ; at the noith-ire^t corner of the school building are 
ih*' qiiariem of the beadmaster ivliVh occup}' a space ofaboui 12 1 sq. yds. In the fiont of tbo 
school, t.c., on the cast side, there is a spacious open giound which U'cd as a phiyground. 

The building is a tiled one with pneha walls. It hai Luge doors and windows ami consequently 
the rooms arc well ventilated and aiiy. 
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SCHOOLS FOB BOYS— MIDDLE SCHOOLS. 


Teinacnlar Miildlc School at Gojra} Lyallpur Distiicti 

This institution is located in a building specially built for it at a cost of Bs. 1^,000 out of 
the fnnds of the notified area; Gojra. The building was completed and the school transferred to it 
in the year 1907. 

The building consists of a hall and sis class rooms. The hall is 40 ft. by ^4 ft. hy S4 ft. 
and ia used for the purposes of examinations, for meetings, as a class room, and as a laboratory. 

The class rooms, each 25 ft. by 16 ft. by 18 ft , situated on the north, east and west of the hall, 
accommodate the middle and primaiy classes. There are also two godowns 10 ft. by 8 ft. hr 12 ft. 
A verandah 8 ft. wide and 12 ft. high runs all round the building. There is a corridor 8 ft. wide 
between the hall and the northern wing for the free circulation of air. Light and ventilation hare 
been provided for by means of large doors, windows and ventilators. 

The interior walls of the building are lutcJia with the exception of the aiches of the openings 
which are hitclia-pucla. The outer wall of the verandah and the facing of all the other exposed 
walls are hitcha’-pueJca and lime-pointed. The roof which consists of one layer of two inches flat 
tiles in lime mortar overlaid with 6 inches mud is supported on rolled steel beams and deodar 
battens. 

The building faces south and is approached from the south side. 

The spacious compound comprises an area of about 7 acres, situated in the vicinifiy of the town 
adjacent to the dispensary, but at some distance from the congested part. It is fenced in for the 
most part by shisham and other trees and public road runs all round. A plot of laud 140 ft, by 
96 ft. to the right of the building is used as a gymnasium. 

There is also a small tank 57 ft. square to the left of the building used for bathing purposes 
by the staff and the pupils. On the north side and behind the building, a field 390 ft. by 240 ft. 
is used as playground, Two rectangular pieces of land lying east and west and another plot 
further north are at present under cultivation, but the last plot is reserved for the erection of a 
boarding house later on. 
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Government Anirlo-Tcniiiciilnr MMk Scliool^ iVapijo. 

The gabled and loCty two storey building of Ihu school is on a piece of gi-onnd fairly 
well drained about G acres in area and within a Jt-adius of less than a mile from the residenres of 
the native comninnity. Tlic cost to Goveramout of (bis building and its outhouses was Its. 23, 102. 
The main building consists of a wooden frame with teak walls and partitions on the top floor and 
biiek-iiogging on the ground floor. It has been built on the new type plan of a high school in 
order to accommodate two c.\ira olas-;os for instruction in Urdu and Tamil. There are two 
hlangalove tiled roofs to the building. Tlie second one, meant to protect the verandah upstaii*?, 
runs at tlic same .angle ns the main roof and is I feet below it. To minimize the sound from 
the ti'p floor, the lower floor has an asbestos ceiling- The meaBurement of the building is 1 1 1 ft, 
by 1‘2 fl. Both floors have a G ft. verandah all round, the lower vcmndali only being cemented. 

Ground floor , each end a room 30 ft. by 14- ft. accommodates the Urdu and Tamil clas^-’es. 
Two rooms 18 fl, by 18 ft. and 18 ft. by 12 ft. are respectively for the teachers* common i-oom and 
the headmaster's oflice. Standards VII, VI, V and IV use the four remaining rooms, each measur- 
ing &7 fl. by 15 ft. 

Upj)er floor. -‘Hwo sfaiis on the veranda!), 0)ic at each end of the building, give access In Ibe 
examinalion hall 60 fl. by 30 ft. and the class room of standard II 30 ft, by 14* ft. Standards I 
and III occupy two other rooms, each measuring 27 ft. by 15 ft. A sufficient number of laigo 
doors, windows and ventilators help amply to light and ventilate the building. 

The outhouses consist of a building 20 ft. by 20 ft., being tbe quartet's for two servants, aud 
four latiines. They arc well separated from the main building. 
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SCHOOXitb-.iTOJl uoys — aUHOOLS, 


TIu* American Mission Anglo- Vernacular Middle Karen l^cltool, Tltarrauad<l3'.' 

Tills siihool is located in a couipotind of 11 acres situated in the eastern pail; of the town, Tlie 
scliool building’ was completed in lllOD and cost about Its. ^l^UoO, About a third of the cost was 
defiared bj- contributions for the purpose given b^’ the Christian Karens of the district. The rest 
was provided br a giuni from Government (of not quite half) and the balance appropriated by the 
American mission.' 

The building is in the form of a letter H, or perhaps moie properly, with its apse and portico, 
"the shape of a piioter^s double dagger (J). The main poitioii of the building upstau*s contains the 
assembly room which is also used as a chapel. This room from the back of the apse to the 
corridor is bU ft. by -10 ft. This apse forms the rear half of an octagonal platform thirty feet in dia- 
meter, which make^ sntficient space for concerts and rhetorical exercises. The seats in this room, are 
‘fitted with swing de^ks, and it is used for examinations and night study, as well as foi the dally 
assembling of the school. 

l?rom the four corners of this room extend four wings, each 20 ft. by 20 ft., which foiui the 
legs of the “ H ” and aie used for class rooms. Those are connected along the sides of the hall by 
verandahs. A corridor also runs across the back of the hall connecting with the poriico and 
stairways. This portico, oho 20 ft. by 20 ft., is designed as a library, bnfcit is now pressed into 
service as a chi^s room. The entrance to the building (upstairs) is through one large door under 
the portico on a lauding 4- ft. above the floor. From this lauding the stairs divide and go up 
on either side. There aie also side stairways leading up to the side verandahs. 

Bowmstair^ the main part is divided into three class rooms, two of which are 20 ft. by 30 ft, 
and the other 30 ft. by 4-0 ft. There aie also the same wing rooms a*; ujistnirs. So altogether, 
^hasides the a<«5embly room, there are !*2 cla’=;s loom^ which at present are accummodating 419 pupils. 

* The building is of teak and pyiugado, except a cement floor, and walls of biick nogging 
downstairs. Good ventilation is secured by numeious doors and wfndowfi. 

Between the building and the road running to the east, is a space sufficient for a football 
ground for the bovs. A small gymnasium has been built here. The dormitories and teachers' 
quarters are aiviingedlto the lear of the building. Tliese are nio.‘;tIy ordinary frame buildings. A 
little distance to the west a new dormitoiy for the gills is being constructed. 
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T,Y|H‘-jila« «f }lU\{\]v Yrniacular Scliool tar loO Unslrru llraiial and Assam. 

Tiiis lr|H: was for (iso in Assim; ami the maforialsjwt'ii? du^cn wifli spcoial leforeiieo 

lt»tli()sc ;n;nlablo in tlnil ]>ai( of tlie j.voviju'C*. It has hcpu U'-js!, though not to a lav^o 
in I'hisl^^in Hcniral, with slight v.'iiiations of inatorial and al an rnhaiifcd rate of ronsimetion. 

The t>lan is very dinplo. :i huge eontial room for tim lower rlnssas and two side rooms foi 
the higher rl.ns^cs* The Kiiperliolal s])ni'e allowed per pupil is S stj. ft. 

TIhj estimate allows for a masonry pl-nfli, stoul jowts and wallpanolsof wliolo hamhooaiid 
lliatehed rm^f. M'hc oosi of roustuiction is icdconod at lie. jicv s(|u:irc fool. The total rostof 

such .M Imildinti* is Us*. In )naetiro, thOFO inatoiials aie eonsidciably varied. ?5oinotiineR 

(tliongh not ordinarily) lla; fiame-worlc is niiiilo of wood. Soinetinies the roof is wootl or 
rnheroid. The walls are often tilled in will* drtt" orhamboo«matUngin]irpforenPctow]ioIo bamboo. 
Indeed, whole bamhoo has lieou found not altogether Fuitahle^ as the bainlioos do not fit well 
logcllier and let in wind and rain. 

hiiildings are, of eouive, designed with an eye to tlio {wssihility of carfchqnakcF. Tlioy are 
distinctly jdojisanl in a]>i>eaiance, well vontilated and geneially convenient. 


* Tor u de^cnpiion of tills iniiifiiul niul its use, rith ** The bihluip Tr.iimng School.** 
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SCII001.H roK JJOYS— MrDDw; snioois. 


CnuTiiini'nt First (iratir Mhlillt' Scliool^ Nar.sin<rli]nir» 

Tbc prc^Diit si’]ior>l hnililingr on<;in:i1]v intcnOcd fitrn luilitniy ho>pU:il, Imt >n:ulc ovrr 
to tiioodncatinnal (lopartineut on the abilitiou of llic eanlotitncnt in IbCh’*. 

The compound nmtaiu^; a small pinion in front and a sianll {gymnasium and drill ^'roiind at the 
b.rck. Hilt there is aNo a larpc field Itoyond the f^nuthern road, the {;rc.itor p.ut <tf wliicli hn< heoii 
levelled to ^eive as n playground. 

Op}iubitc to flic Hchool Inwards the norlli .‘•linds a wetl-iledgned hostel in charge of a resident 
master affoiding accommodation for ahout tlO scholars from the interior of tlie di‘«trict. 

The main hiiildini; c insists of a eenti.d room IS ft. ‘.ipiaie and iO ft. high^ lengtlicncd into 
two smaller ones 10 ft each side, the niof hciiig cairied over and supported liy tno hig arches, each 
H ft. by Is ft. and foiming an elonpilod hall IS ft. by ‘12 ft. Tlie whole building nnsiqires 
185 ft. loinr. 

The noitljeiii win*: conliin** two njnms each ^10 ft. hy 18 ft, with an equal height of 10 ft, at 
the walls and 2 1- ft. at the middle lidge, innmiig all along from the extremity of one uing to that 
of the other. Bui the soul Item wing coiNists (d one large loom fit) ft. hy IS ft., and one smaller 
Oft. by ft. There an imeovercd ^cniiidnli bcronil the northcni wing open to view from a 
glv/cd folding window fi ft, by 10 ft. 

The whole floor of the in'^iile and out«^idc rooms and verandahs lias now l»ccu jiaved with 
undre^ed stone from fIosltr,npilmd. 

The ccntnil room might nccninmodate a class of 10 hoys if rai‘'ed bach scats were provided, but 
as it is, it provider scats for only 25 pupils Tlic nc.\l room of ilio iiortli wing can similarly .necom- 
modulo two classes of !lo or 25 eacli, and the one adjoining can seat 15 at desks for writing work 
or drawing. 

The room of the south wing next to the central hal! might similarly scat tl classes of ilU or 20 
each and the smallcbt 20 or 15, In all there is room for 200 boys besides tbc dtsk arrangement for 
45. 

The system of seating is as follows:— 'Hie scat of the Jieadmastcr in the central room faces to 
the west and the class to the east in a hollow square or oblong, those of the other toiiehers facing to 
the east with the classes facing to the west in hollow squares or oblongs, (hose classes which eouiiin 
more than 20 to 22 boys have double lines in front. 

Light is provided through two glazed side windows at the ends of the wings and through doors. 
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lloai’d Muliaimniulnn :;i(1inol, 
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(Phis is ii pnblic institution umler llie managc^^ ot the Talnk Bortnl, ICumbahonam, and is 
located in a building Built by the Board in ll'Dl.; The compound is roctatigular and comprises 
an area 'of ‘about 700 aq-yds. The building faces south rfod opens into the north main street of 
-a ilindu'i'emple oLsoihe iniWh; ' i'. ’ . “I'T' 

' Theleiitii'o'iimjiouud is surrounded by AvaB^ 5 ft. hiji'h on alP sides except the south; which 
beih^ ^iTOitilSiiJ s'treetbl the temple canfiot bo blorhed'lip. 

‘‘''"Th’c'buildmgis'about ?5 ft. easttb'mt and 1') fLiiorth to south with an average height of 
12 ft. with a 'verandah all round, that in front (south) being 0 ft. wide and that on the remaining 
.three sides 5 ft. Tlie whole building is divided into four rooms of almost equal dimeusion. 

Tbe room at the w'csl end is that in which the classes under the headmaster are held (4tli .and 
3rd). The other rooms helng occupied by the infant, second and first classes respectively with a 
view to have the last teacher under tlic immediate .supervision of tlie Iieadmaster and the last but 
one under that of the let assistant. 

The seats ate arr.anged in hollow rectangles in all the classes except in the infant class, where 
planks are placed in lour rows east to west, It is under consideration whether the class room walls 
should be all blackened inside for engaging all pupils simulkinconsly in frce>arm drawiug, etc. 

Tbe accommodation provided for each pupil is nowhere less than the prescribed minimum space 
■of 3 sq. ft. or SO cubic ft. except in the infant class, a portion of which is held in the verandah for 
want of space. 
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Itiiral IVililii Ti|i|{a saniiHlnun Taluk riiili]a|ia1i IHslricl. 

The niial ‘-rlioDl U lieM in » liuildliii!: I’mislnicted al u po^I of IIp. I,3li2-S-U hy tlie Taluk Hoaid 
Matlatmixilii, ou( oEtlioi>roviinial fimd" (-ix lakli*. of ni|Of‘s) di'.trilmlcd aiulplamlal ils di’^posal 
forlhc iMHt'.liuciiou of j^clirnd in niral nuM'!. TlieM'orl: wjk pommeuw! in llif year 

lOOil and fiiiMicd iit tlic \c:ir 1!)0>. Tlio huildiiij; w actually inado ft\('r to llie school in Jnmian' 
JDOS. Tlu'! Iniildini: le^onddr'! a crn*!, e.icli ]»oril«n of llto pin.s ineaMninjr 12 fl. lou^^and 12 ft. 
binad. Tlio middlL* jHalmii i<t 12 ft. M)i]iiio anil foini'- a '•mall looni. In tlip ccntial lOom flip 
liparliinMvr ImliK liis (Slaiidaid lY) with l3|jupik In tlie portion on tk'«oiitlicni fide of 
the Inuldinjf the infant ‘•taiidaid witii i]ii pupil-i i-i held. In the similar ]Kn(ion on flic noi thorn fide 
Mandflid 11 nilli 15 jpiipiK is lauirlil. In Hit* c.isli'in poitimi J^lambid HI with 111 pupils 
the ttcstcui ^iile Slandaid I with 15 pliildreu; a !‘'0 ttoik. 

lit front on tin* '•outlicin pule Ihoro is a puhlic lOiul. On the noitlioin vide a gravoyaid for 
Jluhamun'd.iu'5 lie- 'williiii 4 fl, Inun llie doorway. It N not now uwcd for want of arc. On the 
western •'ide jiiKithor ]uilil[c und from tlie \illane nins On the eastern side, willn'n 20 ft., paddy 
ilohK extend. It kon tliKsum]] lacaiit side hclonging to the sdiooi that dill) i'' taiiiiht, i'la<s 
after cla«>*!, 

The dimeiiMous of e.idi (rf the doojw.iys* aie.5\ ft, high and 2| ft. wide and tliO‘eof etich of 
the two wiiulow'i ate *1 ft. higli and 21 ft wide. 

The Pi'hool liaf been supiiHcd with the rcqiiwitc fmnituie. Cbildreii in all the ftandaids, 
excelling the infants, aic seated on henehes of nrdinmy height and sin*. I'Vi tlio.iufaufs', gmund 
benches Ijare been recently Mi]i])licd, 
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Bonril rilpincnfary Fcliool, Kopallc, 

The Bchool buildiug was consliruclcd in the ycjir IflOG in connection with the rural schools 
scheme entirely at the expense of the villagers at a cost of Rs. 1,000. 

This building, lilce its sister building at Kesavavam, consists o£ a room 36 ft. by ft., enclosed 
by a verandah of 9 ft. all round. The verandah is felt to be a little too wide for the building, but 
it compensates for any want of space inside as classes can bo comfortably seated in it. Part of the 
wcslcm verandah of the building has been converted into a room 7 ft. \nde which is used as a store 
room. 

The compound, measuring about one-fourth of an acre, has been walled round, and contains a 
garden. 
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Hoard Dlcmciitarr School, Kcsararam, 

This school building was eonstracted in tho year 1905 at an expense of over Ks. 1,000, nearly 
two-thiids of which was met by the villagers themselves, the remainder being from Government 
money. The plan shows a room of 18 ft. by 15 ft., snrxonnded on three ades by a verandah, 
5 ft. wide. On the fourth side there is a small store room. The vnndows provide all the classes 
inside witli plenty of light and air. As the building runs from east to west, the southern wind, 
which is the freshest and the coolest iu these parts, constantly blows through the doors and 
windows. All round the building there is a walled compound covering about one-fourth of an acre. 

The school contains nearly 1^0 pupils and has a staff of three teachers. There is no want of 
apace for the classes. The vemndahs are used during drill time and in periods of leisure. 

The building is conveniently situated in the open space adjacent to the village and near the 
^illflg6 tank. 
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municipal School, Dliulia. 

The building was originally intended to accommodate two schools, namely, muiiicipal 
school No. I and the municipal Urdu school for boys. But during the years that it was 
under construction the attendance at school No. 1 so much increased that it was decided to 
devote the building exclusively to the use of this school. The histoij of the school is a record of 
continued progress. As a rule every five years it bccomc.s necessary to open a branch school ont of 
the overflowing attondanco. In spite of tliis the accommodation is found to bo insutRcient and 
what was formerly intended to bo a gymnasium has been converted into a class room ; also a 
nursery shed, which was close to the abovo-namod room though outside tho compound, has also been 
walled in and is used for class purposes, JCven now the .accommodation is inadequate, and it is in 
contemplation to open n branch school in Moglai, a suburb of Dhulia. The present attendance is 
558. 

Tho pentr.ll hall which is principally intended for tho annual examination as also for tho assem- 
blage of the whole school on special occasions, serves .a threefold purpose at other times of tho year. 
A third of it is utilised for office, library and laboratory. Half of tho remainder is used for the 
drawing class while in the rest of it is liold tlie class in the charge of tho headmaster. All tho other 
rooms, except the one at the soutliorn extremity of tho eastern wing which serves as a store room, 
are used for class purposes. 

There is an open air gymnasium in the compound, Tvhile the school also maintains a small gar- 
den to the west of the main building. 

Tins bnil cling w.as built by tbo Public Works Department on behalf of the Dhulia Municipality 
and was started in November 1 892, It was completed and opened in March 1897. 

The site oppupied is a convenient one just outside the town and in the Ticinity of the pubb'c 
offices and bungalows. Tlie climate of Dhulia is dry, the tomperatnro during fbo summer rising to 
1] 5^ in the shade. In the rainy season llio tempeinturo still remains bigb. The rainfall is verj* 
variable, but 22 to 25 indies a 3 "ear is the average. 

The building is a single storeyed one and faces due north. The plinth is 3} ft, high and is 
built of the local trap stone, the superslnicturc is of the same material. 

Tlic arches aio of cut stone masonr}’. The roof consists of hfoulmcin teak wood work covered 
with round country tiles. 

The principal rooms are one main liall in tho centre 80 ft. by 25 ft ^ two class rooms in the cen- 
tre 2fi ft. C in. by 20 ft. ; six class rooms in ibc west wing, two of 20 ft. 8 in. by 20 ft., and 
four of 17 ft. 8 in. by 20 ft,; six class rooms in the cast wing, four of 22 ft, by 20 ft., one of 20 ft. 
by 20 ft., and one of 10 ft. 0 in. by 20 ft. 

A verandah S ft. wide runs along tho main building and the wings. The floor is of concrete in 
the main hall and the verandahs arc paved with flags. Tho lighting is chiefly through glazed doors 
and windows and there are clerestory mndou'S in tlie central building. For ventilation there arc 
ventilators in tho roof at the ridge and also floor ventilators. 

The compound is surrounded hy a railing composed of wrought imn pipes and wooden posts. 
The cost of tho building was Rs. 4C,2G7, This works out to about Rs. S'lO per square foot of the 
plinth area. 
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Unln liOwcr Prininr; School for 31ii1iniiiniai1an Boys nnd Girls, Hook’s lianc, Gaicntta. 

The Calcutta ETook^s Lane ^laktnb U an Urdu primary Fcbool and lias separate departments 
for boys and girls in charge o£ {repaxato teachers, Tiie building is a two storcvcd one facing a mosque. 
The lower flat is for the boys^ department and the tipper for the girls, A fountain plays in 
the compound between tlic mosque and the school building. The school tras started so far back ns 
iSSfj when it was located in the mosque. Xii ISHtl Haji Abdulla dedicated a piece of laud of about 
8 cottabs in front of the mosque, on which a building was erected for the school. In 

1905 the Government sanctioned Its. 1,000 as a contribution towards the present building and 
Bs. 2,2S0 was contributed by Ilaji Abdulla, the Secretary, and Bs. ISO by subscriptions. The 
contiguity of the school to the mosque, an educational instiintioii beside a religious one, strengthens 
the educational value of the former. The school is resorted to by the children of poor Muhammadans 
of the locality. 




URDU LOWER PRIMARY SCHOOL 
for Muhammadan Boys and Girls 
AT HOOK’S LANE, CALCUTTA. 



BQMPAS INSTnUTE-DUMKA MUNICIPAL 
LOWER PRIMARY SCHOOL, BENBAL 
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Tlic lEonipas Institntc, Dninka (Bengal). 

The Bompas insUlntc is situated in the municipality of Dumka, on a piece of land measur- 
ing 3 bigahe 15 cottalis. The Hindu and Sanlhal hostels aro immedLately on its east, the Govern- 
ment 7:illa school on its south. The west is perfectly open, and on the north is a large piece of 
water reserved for drinking purposes. 

The Luilding consists of a main room measuring 48 ft. by IG ft., two side rooms each me:i5uring 
10 ft. by 15 ft., and two vemndabs on the east and west, each measuring SJ- ft. by 7 ft. 6 in. 

The land was given by the Zamiiular, 'Mr. W. JIaling Grant, to the municipality on a quit- 
rent of Rs. 5 a year, on the eve of the transfer of Hr. C. II. Bompas who had been six years Deputy 
Commipsioner of the district, and his request wus that the building erected on it should be named 
after Jlr. Dompas. Tlie GoYcniment gave a contribution of Rs. 4‘20, the Dumka Municipality 
contributed Rs, 2,180, and Rs. 200 was paid in I)y the Bompas memorial committee. 

The roof is of cornigatcd iron sheeting. One of the side rooms is used as a libmry and the 
other side room is at present unoccupied ; in the main room and the vemiidahs Hindi and Bengalee 
classes are held. 

The grounds are used for purposes of recreation by the residents of Duinka. 
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Tillage School, Gonda District. 

The school illustrated (Yidianagar upper primaiy school) is built on the standard plan designed 
by the District Engineer in 1905. This plan provides for buildings to accommodate about 40 
boys at a cost of about Es. 500^ only local labour and local materials being required for the 
construction^ and the land being usually given by the zamindars. If additional accommodation 
is required it is provided by increasing the length of the building. 

The present building consists of a main hall measuring 2^ ft. by 12 ft. uith a side room 12 ft. 
by 8 ft, and a verandah 24 ft, by 7 ft. with a godown 7 ft. by 8 ft. The boys sit in the main 
hall and the verandah on benches and matting. At 12 sq. ft. per boy there is accommodation for 
38 boys. The side room is for the teachers’ use. The building is of second and third class bricks, 
it is whitewashed inside and outside, and has a tiled roof on wood rafters. It is well lighted and 
ventilated by six windows and the arches in the front. The premises are secured from trespass by 
a wall and gate which enclose a small yard for games and drill. The site has been chosen,. as 
usual, at a little distance from the inhabited area. 



VILLAGE SCHOOL, GONDA DISTRICT. 

StmUtf Ftt% 
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PLliiiairy Scliool, Radaiu'i iu tlic Kariial District, Pimjab. 

The building is situated to the south of the towui It covew an area of df,173 sq. yds., and 
consists of three spacious rooms, four kothrics and a small compound. The two rooms facing the 
entrance gate are 45 ft. by lit*5l5ft. by IS'iuft. and 45 ft. by 10*35 ft. by 12*35 ft. respectively. 
The mng room to the right side is 40*75 ft. by 13 ft, by 13 ft. The three highest classes, with 36 
boys, are taught in the room lying at the back* of the building. The other one is assigned to the 
two lowest classes containing 35 pupils. The wing room is occupied by the Mahajnni Department 
having 38 pupils. There are three teachers in the school and the total number of boys taught is 89. 
The rooms are well ventilated. They have deodar rafters and iron girders for beams. The 
floors are paved and tho walls are 

There is a sro.all school garden in the right hand corner of the entrance gate in the courtyard. 
There is no playground attached to the school, and tho compound is small. Physical instrnction is 
therefore imparled on the road running in front of the school. The surroundings are not as 
healthy ns ' they should be. A pool of stagnant water stands at tho back of the building which 
should bo filled up. 

The two kothris measuring 13J ft. by DJ ft. by 12 ft. each and opening into the Drdu Depart- 
ment rooms are used as godowns. The other two on the left side of the entrance serve as quarters 
for the teachers. They are 13i£t, by 13 ft, by 10 ft, each. The building has been repaired and 
partly rebuilt this year. Tho cost amounted to Bs. 4,999 from the district funds. 
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TJ AlairKaVs Moiinstic Seliool, Sa^u. 

Tliis monasterr is a wooden ono built on 134 round teak posts. It stands on a lectan^alar 
piece of ground measuring 230 ft. br 'l-TO ft. outside the sontbern qiiarter of Sagn Town. The 
compound of the monasteiT is known as the "golden rictorion^ land.” In shape the bnilding is 
oblong, measuring 110 ft. in length. The eastern tring is however slightly narrower tbin the 
western one, and measures only 47 ft. in breadth as against 67 ft. It is divided into three rooms. 
The eastern or the ante-room which measures 25 ft. G in. by 24 ft. 6 in. is utilised as a tabernacle 
for the images of Gautama and also as tlie Pongn's bed room. It has a graduated turret about 
30 ft. in height above it. Both the centre room and the western room which measure 37 ft. 
6 in. by 17 ft. and 23 ft* and 24 ft. G in. respectively are used as class rooms and can accom- 
modate about 100 pupil‘j. About 9 ft. of the western room is partitioned off for the pupils to 
sleep in and also for the storage of the Pongyi's nteusils. An open verandah runs right round 
the building and measures S ft. on the eastern and western wings by IBJ ft. on the south side and 
22 ft. on the north from which run two brick staircases. There is also a 5 ft, broad verandah, 
85 ft. long, leading to the PongyFs lavatory on the south side. The building is raised S ft. off 
the ground and faces north. Throughout the front and back the building is provided with wooden 
shutters hinged above, which enable the entire length of the school to he opened for light and 
ventilatioii. The school is aljout 20 years old and contains no special work of art to be mentioned 
except that the inner sides of the shutters and the ceilings are decorated with carved square 
facets. 

There is plenty of space in the compound for the children to take exercise and play about 
during the recreation hours. 




U ALAWKA’S MONASTIC SCHOOL, SAGU, BURMA. 
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U iYyeiudiVs monastic School, minhu, 

This school forms one of the nine Pongyi Kyaungs erected on an oblong piece of high 
ground known as a retreat for recluses. The ground on which tlie monastery stands slopes from 
sonth-west to north-east and has a natural drainage. All the rain water runs into a creek 
called the ^'Dokchaung^^ which skirts the school compound on the north side. The building is 
a wooden one built on 108 posts. The floor stands 7J ft. high from the ground. The building faces 
south on which side there are two staircases, one firlcfc and the other wooden, while another 
wooden staircase gives access to it from the back or the north side. An ante-room, measuring 
17 ft. Square, serves as a guest room, above which is a tuiTet about 30 ft. to 40‘ft. in height 
covered with zinc sheets. The work of teaching is done in the cental hall measuring 40 ft. by 
41 ft. and accommodating about 100 pupils. To the north of this is the bed mom of the novi- 
tiates. *Jtraeasures33ft. by loft, and has a bamboo flooring. The northernmost loom, measuring 
17 ft. squam, serves as the PongyPs bed room. It has a corrugated iron roof and a turret about 
soft, by 17 ft. which has a bamboo flooring and is sometimes utilised as an extra examination room. 
To the east of this spare room* is the seventh room above which rises the third turret to a height 'of 
from 30 ft. to 40 ft. In this room the images of Gautama are kept. With the exception of the 
two places mentioned in which bamboo is used for flooring the whole building is planked. The 
roofing is composed partly of corrugated iron sheets and partly of teak planks. There are several 
windows and the whole bmldiag is well ventilated. An open verandah, 8 ft, broad, runs 69 ft. on 
the west side and 48 ft. on the north. As is usual in Pongyi h^amgs the children are seated on 
the floor in the main rooms in the usual kneeling posture during their lesson hours, 
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Hs. 500 Kchool iit P^iiiliyn. 

This scliool i*! Luilt in nccoKlanee with the tvpe plan provideil by the Edncatioii Department 
It stands on \% posts and has plank floorings. The ground floor is raised 8 ft. and measuies 
30 ft, by 25 ft. It is u^ed as the school roonij while the first floor AVhich measures 30 ft. by 
ft. is used ns the quarters for the teachers. An open rerandah 5 ft. broad mns along 
the back of the master's room. Xlie school faces north and has sufiicient windows to admit 
plenty of light and air. The wallings are of Immboo ra.itting and the roof is made of split 
bamboos. The entire length of the front of the school Ls provided with bamboo " jhamps " which 
can be opened at will. A trellis work on tba top ftirtber assists ventilation. The children sit on 
the floor of tho school room whicli will accommodate about 70 pupils. They have low desks about 
IJ ft. high, provided by Government, on which they do their u'riting. The school compound 
measures 120 ft. by 140 ft. and gives barely sufficient room for the pupil*! to play about during 
recreation. 




RUPEES 500 SCHOOL AT PWINBYU, BURMA. 
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Mcmoranrtuiii for tlic guidance of PiibHc AVorlcs Officers in the Design of Gorernment Sclioolsi 

I. The Government school buildings which it is proposed to build in Burma comprise the 
following: — (1) Normnl schools for the tmining of teaeliers; (2) practising schools attached to 
normal schools for the same purpose; (3) primary schools; (1) secondary schools (middle and high). 

II. The normal schools may be either Anglo- vernacular or vernacular. The school building 
should include an examination hall, headmasters study and masters' common room, with sufficient 
class inoms. The number of classes is not yet tinally settled* One of the classes can be held in 
the examination hall. 

Headmaster’s quarters should ordinarily be provided. If a hostel (boarding house) is 
attached to the school the hostel ma}*’ contain quarters for the headmaster who mil also require 
a cook-house, latrine and quarters for the two servants. lie will usually be a married man. 
Quarters should be jirovided for two school servants about 1 0 ft. by 10 ft. with cooking places in 
the verandah. Three separate latrines should be pinvided for general use by (1) masters, (2) pupils 
and (3) servants. 

III. Practising schools may be either Anglo- vernacular or vernacular. Unless otherwise speci- 
fied they will be the same as the middle schools. No niiislers’ quarter’s are required but one extra 
quarter for a scJjool servant and one extm latrine for xrupils should be provided. 

The school building should be designed for future extension in case it is desired to add a high 
department later on. 

IV. Primary schools will usually be vernacuhir only. They comprise four standards and au 
infants' class. 

Pour class-rooms will suffice with an examination hall and a study for the headmaster. 

No inastei’s* quarters are required, but quarter’s for one school servant and three separate 
latrines for masters, pupils and serrants should bo provided. 

V. Secondary schools may be either Anglo-vernacular or vei’nacular. The middle schools will 
usually include both primary and middle departments and the high schools all three departments 
unless otherwise specified. 

The depaiiments are made up as follows » at present : — Primary— Infants and Standards I 
to IV. Middle — Standards V to VIL High — Standards VIII and IX. 

This distribution may possibly be modified later on but the total number mil not be altered. 

No masters' quarters should ordinarily bo provided unless a hostel is attached in which case 
the latter may contain quarters for the headmaster. The accommodation provided should be pro- 
portionate to his rank and pay. 

Quarters should be provided for two school servants and three separate latrines for masters, 
pupils and servants. 

VI. Type line plans Nos. Ill, 112 and 113, of lfi06 are attached for primary, middle aud 
high schools. It is not desired to spend much money on the ordinary primaiy vernacular schools, 
and they will therefore be built of cheap temporary materials except where existing regulations 
necessitate a non-inflammable roof. The other schools and also jiractising primary schools will be 
built of permanent materials with a due regard to economy in construction. 

In the line plans attached the double storoj^ typelbas been adopted fc>r the larger schools for 
the sidto of economy. In the case of Anglo-vernacular schools some arrangements to deaden sound 
is necessary as the pupils usually wear shoes. A re-inforced concrete upper floor, or a plank floor 
with lath and plaster ceiling, should bo provided. The class rooms are shown on the ground floor 
in order that the partition walls may bo of brick to deaden sound, otherwise it would probably be 
more convenient to have the hall on the ground floor. 

p 2 
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Vn. The n&mbeis atteudiDg n school maj range from lOO to 150 for a piimary and from 150 to 
SOOforasecondary school, oi*e^'eii larger figures in important cente like Rangoon, Ifandalay, Prome> 
Bassein, Moulmem, etc. When the numbers in a st.andard rise considerably 350^-^ 30 it is usual 
to divide the standard into two or three classes. In the lower standards the numbeis are usually 
lajge while in the higher the numbers may sometimes not exceed 15 or SO. It is evident therefore 
that very variable conditions have to provided for and the type line plans attached to this note can 
only be taken as a guide. The minimum size of class looni may, however, he taken at £4 ft. by 
15 ft. This is shown as designed for £5 dual and single desks, but in this case the space allowed 
for the master is somewhat too small and is .an .absolute minimum. The single desk is the ideal 
arrangement; practically we are never likely to get beyond dual desks in Burma and they will not 
be in general use for many years to come. These schools are a new institution and it is anticipated 
that they will expand considerably as time goes on. It may therefore be necessary in the futuM 
not only to extend the buildings but also to enlarge the rooms. For the pi'esent therefore they 
should be designed of timber framing with brickuoggad Wtalls below and slate or plank walls above, 
and the floors should be completed before the partitions are put in, so that the latter may be readily 
shifted without leaving an uneven floor. 

These type plans are not applicable to European schools for which larger rooms will be necessaiy. 

VUL The (luestion of light requires careful consideiation. Wheiever possible the pupils 
should have the light on their left. Cross lights are apt to make it diflicult to see what is written 
on a blackboard and should be avoided where possible. Also if tbe master has windows facing 
him he cannot see the pupils properly, therefore the best anangement is with one side and both 
end walls blank and light on one side only. The rooms should not then be very wide. 

IX. Muial blackboards are to he povided, usually behind the master^s desk and facing the 
pupils. For this pmpose a small quantity of black cement called Muraliue has been ordered from 
England as an experiment, and if it proves a success it can be brought into general use. 

X. The compound should usually include sufficieiit room for a pbavground and should be 
fenced. 

XI. In ihe case of girls’ schools quarters should be provided for the head mistress. 





MAIN HALL* 
26'xl3' 
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Primary School, JlortakUa. 

TLe scliool liTiildiiig at Mortakka was constnictcd in the year 190& at a cost of over Bs. 000 
^y Setli Laxman Champalal of Sanavad, The compound comprises an area of ahont 451 sq. yds., 
ibfi central portion of \y3uc1i is occupied by the school building measuring 01 ft. 3 in. by ^8 ft. 

9 In. TJie scliool building consists of a main hall whicli inside measures lengtlnvise north-south 
S5 ft. and breadthwise east-west 1 3 ft., and has vcrandalis on either side G ft. wide. 

The school faces west. The front compound measures 36^ ft, from the plinth of the 
building to the compound walls on the east and west. By the side of the compound u^all a strip 
of 1 foot has been used to grow flower plants of various kinds and the remaining portion serves 
-as a playground for the boys. The back compound measures 3GA ft. to east and west and 35 ft. 
C in. north and south, and is used wholly for gardening purposes. It is divided into 12 beds in 
which various kinds of English and Uinduslani flower and vegetable plants have been grown. 
’On tlie north there is a piece of waste land aliout half a furlong square used for playing football. 

The roof at the back is G ft. 10 in. above Iho plinth and tlio distance between the ground of 
the compound and tlie eaves measures 8 ft. 3 in. Tlie eastern and wcsloru walls are 10 ft. 9 in. 
•high above the plinth. The height between tlie higliesi ridge beam and floor is 14 ft. 8 in. 
-and the northern and southern walls are also of the same height above the ]ilintli hut a little 
elojjed at the lop. In each of them there is an aperture 1 ft. 8 in. broad for letting in light at 
a height of 12 ft. 1 in. from the floor, The roof is supjiortcd on two triangular beams of teak 
wood, the altitude of wbicb is 4 ft. G in, Tlic walls above tbe plinth are made of brides and 
have been plastered \Yitli lime mortar. There is a coating of dammar up to an height of 2 ft. 

10 in. from the floor. All the doors and windows axe coloured with red earth. The front 
veiuudah is used to seat the flrsi class and sometimes the infants, wliile the back verandah and 
class room accommodate the remaining classes. The ground upon whicli the building is located 
'Slopes from west to e.asl and the wind tliroughout the year geiienall}’ blows in the same direction. 
The floor is not paved with stone hut is made of lime concrete. It is plastered with cow-dung 
every fortnight and tatpaith have been supplied for the hoys to sit on. The ceiling consists 
of bamboos placed over iwflcrs of teak w’ood. The roof is tiled witli semi-circular tiles called 
nalias. The width of the rear slope of the roof is 17 ft. 8 in. and of the front one 17 ft. 6 in. 

The climate of this place is tempemte and healthy but the iwinfall is scanty. Tliere is no 
glare as the light comes through doors and windows from oast and west mostly. 

The infant, first and second clnsscs are seated on iaipaths and the third and fourth on benches. 
Examinations are held in the hall. 

The infant class is seated in a Bemi-cii*cle and the others are arranged on three sides of a 
lectangle. About Bs, 400 have been spent on furniture, apparatus and i*epairs of tho building 
-(lining tlie last tw'enty years. 
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Pi'huary School, Itiirsi* 

The hmiding was completed and opened in 1904^, It occupies a position in a compound 
of about S,6SS sq. yds. containing a flower and vegetable garden and a gymnasium- 

The building is an oblong 'one and single storeyed, facing west and having two verandahs 
on the east and west sides, each 42 ft. 10 in. by 7 ft, 7 in, in dimension. The height of the 
school in the middle is IG ft. 5 in. The middle beam is supported hy sis pillars each 1 ft. 
and 8 in. sq. The floor is paved with stone flags. At the extremity of the east verandah, 
there is a small store room in the south-east comer. The lighting is mostly through big 
open doors and windows on all sides. The ventilation is sufficient. There is a well in the 
school compound on the south side. The school is situated outside the town on the main road 
to Hoshangabad. The compound is smrounded by wire fencing about S ft. 8 iu. high. The 
building was constructed by the district council at a cost of Hs. 1,700, but has since been trans- 
ferred to the Itarsi municipality. 

The' number of boys enrolled is 142. There are 02 in class I, 32 in class II, 22 in HI, 
15 in IV, 8 in V and 3 in VI. The sixth class Us accommodated in the southern half of the 
•hnll- on the western side, the fifth in the middle, and the foiuth on the east of it. The third 
(dass occupies the northern half of the hall on the ea4 side, class I (section H) in the piiddle 
and class I (section I) in the west of it. The second class occupies the eastern verandah. The- 
building provides iusufiScieut accommodation for 142 boys and requites extension. 




PRIMARY SCHOOL, ITARSI, CENTRAL PROVINCES. 
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Municipal MaratJii Boys* School, Amraoti. 

This school is situated outside the Bhusara gate and very near it on a main street leading to 
-the Lady Dufferin Hospital. 

It has a compound of 149 ft. by ft. enclosed by a masonry wall 4^ ft. high. The principal 
gate faces the west and there is a smaller gate behind f.ocing the east. 

The school consists of three blocks. The principal block was built in 1894 at a cost of 118^200 
and was originally intended to accommodate 125 boys as indicated by an inscription on the front 
door, but can conveniently accommodate only about 100 boys. It is situated in the middle of the 
compound, and the two smaller ones are one on each side of it along the northern and southern 
walls of the compound and behind the principal block. 

The principal block is 61 ft. by 27 ft. miming north and south. It has a plinth 2^ ft. high and the 
^oor is chunam and concrete and covered with bamboo matting. It is provided with one main door 
and eight windows and is divided into three rooms of the dimensions of ft. by ISJft.each. The 
wall to the west is onlj' ft. high but is surmounted by vailings reaching to the roof. This arrange- 
ment ensures a good supply of aii’ and light. The walls are brick in lime with lime plastering in- 
side and outside ; and there are honej'comb work openings in the gable ends. The mof is 13 ft. 
high, is provided with teak wood ceiling and covered with ^langalore tiles. 

The second block runs cast and west along the southern wall of the compound and behind the 
main block. It has a plinth 2^ ft. high. The floor is of chunam and concrete covered 
with bamboo matting. It is 55 ft. long by 23 ft. broad and consists of three rooms. The central 
one 24 ft. by 18.J ft. and the two side rooms .are each 24 J ft. by 10 ft. This block can conven- 
iently accommodate about 90 boys. The wall in the front has wooden railings up to the mof, fixed 
in a masonry work 3J- ft, high, as in the 2 >rincipal block. The roof is of Mangalore tiles. 

The third block is the smallest. It is only a temporary shed, situated opposite the second 
block, and extends east and west along the northern wall of the compound. It consists of one hall 
52 ft. by 1 6 ft. Sufficient air and light are secured in this building also by the wooden railing aiTauge- 
mcnt described in the case of the other two bloclcs. The roof is of country tiles. 

There are seven rooms in all available for classes (three in the first bloclr, tlu’co in the second 
block and one hall in the thiid block) , but as the enrolment at present is 283 (and it was even more 
than this some rime ago) and there are two sections of each of the four standards .and one section of 
the infants, two classes had no room in the present three blocks and so they are located in the muni- 
cipal shed that was formerly used by the Government Industrial School, Amraoti, and seven classes 
are in the three bloclcs, the infant class which has 63 boys being located in the temporary shed, 
viz%^ the third block. 

Boys of the highest class are, as far as possible, provided with benches ; the rest of the classes 
sit on the floor. 

The Open space between the three blocks as well as that in front of the principal block is used 
as a playground. 
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Govcniment Girls* School, Oagolc, 

The school bnildiiig faces north and is etiolosed on all sides by a compound ^vall 5 ft. 8 in. 
high, with two gateways, one on the east, the other on the west, The building consists of a 
central hall 40 hy ft, with two class rooms on either side, each of which is 18 ft. square. 

The roof is covered with Mangalore tiles and has large ridge ventilators. The floor is of 
stone. All round the building there runs a verandah 7 ft. 6 in. mde. To the south-east of the 
building within the school compound is a well 11 ft. in diameter, round which is laid out a small 
garden 73 by 44 ft. To the north-west of the linilding is the playground, covering an area of 2,940 
£q, ft, 
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The Goieniinent Girh* School, Ti]]n]tuniiii, 

The const ruction of the building \ras begun in 190:1, and \ras completed in 1905. The Fchool 
was located in this building in December 1905. It stands in the centre of the toun in a rerr 
good locality. The length and breadtli of the main building are Sa and 42 ft. respectively, and 
it lias a spacious compound about 120 ft. equate with a well and a latrine at the noith-east 
and south-east comers respectively. The climate of the phaco is temperate. 

The school is only a single storeyed building facing west. It is provided with verandahs on the 
east and west sides only. There is vacant ground 0 ft. in breadth around the building. The front 
of it is provided with a teak wood fence. 

Two classes are located in the big ball and two more classes in the other two rooms. In 
the gangway betu'cen the front ball and the small rooms two other classes are located. The walls 
of the gangway which leads to the back of the building from the front hall are provided with wall 
blackboards to** drawing purposes. 




GOVERNMENT GIRLS’ VERNACULAR LOWER SECONDARY SCHOOL, 
VILLUPURAM, MADRAS. 
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St. Josopli's Convent. Itaudni. 

Tho Daughters of the Cross first came to Baiulra on the 11th Juno 1801, when the women 
and children of St. Vincentes Home, Bombay, wci’C tiTinsferred thither. In the year 1 8G9 the 
school became an ' Aided School 

There are no particular architccluwl points about the many buildings comprising the convent. 
They are all chiefly of bnck and lime mnsourj' with teak wood flooring. The area of the compound 
in which the convent stands is I9,8G9 sq. yds. 

At the end of 1874^ it was thought advisable to separate St. Vincentes Homo and the 
foundlings from the school .and the orphanage. They wore first transferred to a house on 
Bandm Hill, and later on, to Bomhay, In the year 1877, a piece of land was bought for 
the erection of a now convent, and on (he 23rd April the foniidatious of the present building were 
laid. The work proceeded so rapidly that on June IGlh of the following year, tho new St. Josephus 
Convent was solemnly blessed by Ills Lordship, Dr. Sleurin, S.J., Bishop ot Bombay. Since then 
many additions and improvements have been made, the most important of all being the erection of 
a beautiful chapel completed in June IflOl. 

The convent is composed of numerous small buildings some being one storeyed and others two 
and three storeyed. Tlie upper storey with the exception of one or two rooms is used solely 
as dormitories. All the moms are siinwindcd by nude vcr.indahs. Tljcro arc numerous class rooms 
and store rooms. There is an iiifinnary, a double storeyed building, which is situated at a little 
distance from tho main building. This infirmary is divided into two divisions ; each consisting of 12 
Ijeds. One division is for Eurapeans and Eurasians and the other for cliildran of the oi'phanngc and 
there is a small dispcnwiry nit.achGd. In spite of the .amount of sickness outside the convent 
the little infinnaiy is generally empty. A small bakwy was erected about two years ago (1907) to 
endeavour to reduce the heavy expenses incurred for bread and it has proved a great boon 
to the convent. There is also a little dairy which supplies tlic convent with fresh milk and butter 
and that is mainly responsible for the good health of tho convent. 
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Baim^nria Santlial Ghls' Scliool. 

The entire enclosure is called The Girls' Compound ", and was commenced in 1886 and 
completed in 1888 at a total cost of about Bs. 2^,500. All the walls are of burnt bricks in mortar 
and covered udth Irme plaster. The floors are of concrete, but onlj those of the Christmas house 
and cloth godown are faced with Portland cement, the rest having two inches depth of earth 
hammered down on the concrete and smoothed off with cowdnng, in native fashion, to admit of easy 
weeklr repairs and cleaning, and to afford the girls practice in what will ultimately be a uecessaiy 
dome^ic art when they have homes of their own. All the buildings have sloping roofs of tiles 
cemented over, but as this in coume of time has cracked and leaked in places, a covering of 
corrugated iron has been superimposed later on. 

The cook xoom has £t corrugated iron roof, and the verandah in front of it, called the "eat- 
ing hall " is thatched with a corrugated iron covering. The five store rooms in a line "with these 
and immediately adjoining axe roofed in Avith slates cemented together and covered with corrugat- 
ed iron, while the three rooms for fowls and ducks on the south wall have a roof of corrugated 
iron only. The pillars of the " eating hall ” are single railway rails, and those of the other 
verandahs are of double rails. The wood work of all the roofs is of seasoned teak, as also the 
dooi^ Tvindows and door frames, while all the foundations are of stone rubble. 

Coming now to the various divisions and compartments, the outside north verandah to the 
east of the entrance to the compound is used as kitchen, and that on the west of the entrance, 
as a workshop for caipentei’s, etc. On passing through the entrance and proceeding to the left 
or eastwards the first room is a godown for boys ; the room adjoining to the east and of the same 
dimensions was used as a store room for rice temporarily when the plan was drawn up, but it is now 
generally utilised as a place in which to segregate infectious cases, the openings of the arches 
and between the pillars being closed at will by letting down purdahs of canvas in the diy' months 
or of tarpaulin in the rainy season. The veraudah in front of these two raoms is given up to the 
use of the sick when there aie any, and the sewing class is then removed elsewhere. 

The room marked in the plan ns the segregation hospital is also used when necessaxy for 
infectious cases, and the two adjacent rooms are godowns for the storage of firewood and lamp oil, 
respectively. The remainder of this section up to the cloth godown is a verandah 73 ft. long by 
about IS ft. wide, in which the husking of paddy by dheiilies is done by the girls themselves. 
Then comes the cloth godown, in which all the cloth used by both boys and girls in the boarding 
school is stored. Then we come to the large school house measuring 62 ft. long by 30^ ft. wide 
by 26 fl. higli in the centre, with three doors in the north, three in the south and six in the west 
side, while on the east side there are four large iron barred windows. It was found in practice to 
be more ronvenient to hold the classes elsewhEie, and this house is used for large gatherings at 
Christmas and hence is usually designated the " Christmas house." 

To the south of this "Christmas house" we find the kitchen and "eating hall ", and then 
five stcffe rooms for the storing of soaked and dried paddy preparatory to being husked, different 
kinds of pulse, etc. 

Coming now to the south wall of the enclosure and proceeding westwards, we find first the 
three little rooms for housing ponltry. Then we reach the pncl:a walled-in but roofless latrine 
with cemented floor, so arranged that liquids run off by pipes and subterranean masonry drains 
to a masoniy well about 50 ft. deep by 30 ft. in diameter, loofed in with corrugated iroii, some 
^stance^ away to the south, and solids are removed in buckets by hand to the same receptacle. 
Quick lime is thrown into this twice a month, and provision is made for the draining off of surplus 
water in the rains to a lower level. ^ 

■ enclosiue, we come to five large rooms each measui- 

msr 30 ft. hr )6J ft., one of ft. l.y IGJ ft. and one of Cl ft. hy 16J ft . all cf them mai-mri-:- 
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18 ft, liigli at the apex. In all these rooms hut the last named the girls live in the daytime 
and sleep at night. In the largest room convalescents remain, and sick ones in the room marked 
"hos])ital^'', measuring 39 ft, by 10 J ft. hr 18 ft. high at tlie apex, the verandahs in front being 
also at their disposal. The only room left unnamed is a god own in the nortli-west corner of the 
enclosure for storing miscellaneous food stuffs. 

Hunning the whole length of the western range of rooms is a verandah measuring SM* ft, 
long by 12 j ft. wide in which the classes are held, The pupils sit on mats facing westwirds 
and their teaoheis on stools facing eastwards. The present number of pupils taught here is 95, 
but in previous years there have licen 250, which is about as many as can be comfortably accom- 
modated consistently with hygienic considerations. In this whole w^estern range there are no 
doow, hut a double row of arches measuring 8 to 9 ft, high by G ft. wide, all provided with 
purdahs of stout sackcloth that can he raised or lowered at will. It may be added that all the 
girls sleep on mats wdth pillows and sheets on tlie floor when well, and charpop are only used by 
the sick. 

The quadrangle enclosed by the above buildings measmes 254* ft. by 184? ft, or an area of 
40,736 sq. ft. wdth a gentle slope from north to south, in whicli flic children have their drill and 
kindergarten classes as W’ell as play. In this quadrangle arc 30 iieem and a few mango .and eork 
trees. 

The circular marks south nf the hospital verandah indicate a ffola or granary with concrete 
cemented floor, the usual split bamboo earth-bedaubed wall and thatched roof, in wlilcli boiled 
paddy is stored prior to being busked, 

TJie small low building to the south of tlio sewing class verandah and measuring inside 
305 ft. by 13 J ft. is where goats are kept at night, and has masonr}- walls and a corrugated iron 
roof. Under and around tlie wide eaves and extension verandah projecting to tlie south are some 
3 dozen earthen pahwa or tubs in w'htch paddy is soaked prior to being boiled. The coolring of 
the daily food is also generally carried on under these eaves and verandah as being more open and 
airr and consequently cooler than in the kitchen. South of this building is a mason iw reservoir 
with steps leading down to it and protoctod by a comigaled iron roof, from wind* all water for 
domestic piuposes is drawn ; it is fed by water lifted from two largo tanks adjoining the Jlission 
compound and conveyed by a masonry drain mostly imderginund. 

To the w'cst of tliis at the opposite corner of the compoumlis a pit encircled with a wattle fenco 
into wdiich all thembbisli and dry sweepings of tlie enclosure are thrown and ultimately removed to 
the fields to serve as a feriilizer. The sides are smeared W’itb mud and coAvdnng to make tlieni 
smooth, the bottom is of sloue and a fliglii of rlonc steps from tlie graund level Iciads to the bottom. 

This scliool has giuwn up to its prasent size and state from a very small beginning, about fortr 
two yeare ago, founded and carried on to the present day by Mrs, C. Hoerresen. 

The school is primarily intended for Santhal girls; but otliei-s also liave found education hero, 
specially girls of the iMalile tribe, an aboriginal people closely rchitcd to the Santhals. 

The promises form part of the ISbonczer Alission station, tlie Iicadquarlers of the Indian Homo 
Mission to the Sanfelials, sitnated within the boundaries of the village Banagnria in the south-eastern 
corner of the Santhal Pai^ganas. 

L\ common with the wdiole neiglibouvhood the idaco has a healtliy elimatc, the soil being drr 
and stony and naturally well drained ; tho station is built on an elevated part of the countrv. 
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r.irtap llhulii GirN’ >'diooL 3ioradnltad. 

The foundation stone of the P.irtap $ingh Hindu GirU’ School tkus laid hy Hr. IVinter, 
Collijotor and Ma^i^tiate of ^^o^ldabad. on the Srd Mar i(*0o, and the bnlldiug was completed 
in Xorember 1P05, 

Tlic school i< situated in the oUv of Moradabad on an irregular site about l-J- acre in 
extent which was presented by Kumar Shiva Xa(h Singh, Ihrrlster^atdaw. of Tajpar. The school 
bniIJing itself occupies the “sonlh-wc^t corner of the «ite, while the boarding house and lady 
superintendent's quarters, which are now under con stra. lion, occupy the west and noith side*. 

These buildiucs had to be designed to tit into the site and leave as much ground in front 
a< jv<sible to be utilised as a garden and lawn. The school it<=elf is a single storeyed building stand- 
ing on a plinth 3 ft. high with a reramUh K ft. wide in front. It Las a lecture hall 30 ft, by -9 ft. 
by :!0i ft. high with a gallery .all round approached by steps outside the building over the 
\orandah roof. This gallery is prinoipnlly meant for ** Pardah-nashin'" hdies who can get to it 
frvMu a door on the outside and i« provilcJ with an ornamental iron screen all round. There 
are besides tliese. clas* rooms, respectively 4''* ft. by SO ft„ £Sr ft. by 50 fi, and 14^ by 50 fr. with 
store rooms attached. 

The school at present teaches up to the upper primary standard- There are 111 schobre ou 
the roll* and as soon as all the building* are completed it i? expected that a large increase in the 
attembnee will tahe place. 

The lady suj'ertuteadent's quarters were designed to tuit an occupant living in dther 
the Knglish or native style. It has been phiced against the public road on the north to enable 
vicitors to the school to be received by her before being admitted into the school. An enL-losuie 
wall divides off her quarters from the scliocl and Ivoarding hon<e. The building stands on a plinth 
5 ft. high and coiisbts of n |y?ich li» fi. by lo ft., veiambh 7 ft. wide ou the east and south, 
drawing rvx>m, two bed rooms, Icith room’s and latrine, A cook Louse and two godowns as well as a 
room for a servant are attached to the building. The outoiaoe* consisting of stable, coach house 
and syceV ivwms aro quite sepniate and are appivMched from the road by a gate. The boar^ng 
house is a two storeyed building standing on a plinth 3 fr. hinh. irregular in shape with an 
inner enclosure, designed so as to take «j» all the ground available, which is very limited ou 
account of the existence of a mosque on the north and a temple on the sonth. The rooms on 
the south .and east are arranged in two storeys with a verandah S ft. wide above and below. 
The west and north sides of the building are single storeyed. An enclosure has been left 
in the centre which will be converted into a gras# lawn. The lower storey rooms are 14 fr. 
high and the upper storey rooms, which can be used as dormitories, 15 ft, high, both ventilaieil by 
upper and lower windows wherever these conld be got in withont interferinsr with the purdah system. 
The outer wall* of the single storey rooms are raised so as to act as a screen from the surroniiding 
building*. The single storey j'ortion consuls of a reading room £0^ by IS fr. with a side room 1S4 
havi;^ a verandah S ft. wide in front. There is a godown underneath the stairs and two 
servants rooms on the north side of the enclosure. The cook house, bathing room, and latrine have 
been fified into the space available on the north side, ami are sejturated from the boarding house bv 
an op“n passage o ft. wide. The boarding house i* intended to accommodate boarders. This 
number it is expected will be snScient for present requiiements. The bonndaiy wall on the east 
side i« lb ft. high to prevent the school enclosure being oviriooked bv the suironndinff buildings. 

T}* c't.' ^-r Vvy. 
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C. 31, N, (luccu Victoria Higli Sclmo], Agra, 

Tlie foundation stone of tlte Cineen Victoria Ilig^h School was Inid in Srawli 1902 by Lady 
Ligges. LaToiiche and the building was opened in July 100 Jj when the move was made from the 
inconvenient hired house where the school had been airried on since 1S93. 

Giants towards the building were made by the Church Jlissiojiary Society and by Government, 
but a large proportion of the sum needed was raised by generous doiialions from English and Indian 
friends. All the furniture of the scliool has been provided by private subscriptions. 

The building is two storeyed with mtle veiundahs on either side; the double Ihie of rooms 
running Lorn nortli to south is sei)amicd by a broad pissago aIlo>ring a free current of air tiimgli 
the centre of the building. All the reoms in tlio school are lofty and well ventilated, esiieciully 
those at each angle of the building, In addition io the reoms of the two storeys, there are four 
tower-rooms on the reof. The roof, measuring 152 ft. by 73 ft., affords a delightful recreation ground, 
paiiicularly in tlie rainy season when the playground is not stiitahle for games. The pauoinma 
from the roof is magnificent, commanding a view of thoTij Ifahal, the Fort, ^Vlcbars Tomb and 
the City of Agra. 

The building provides ample accommodation for 7 1 boai'ders, >15 day scholars, and the requisite 
staff of residential teachers. The qiiariers of the English ladies are under the same reof, so 
that they .may be able to give couslaiit supervision and bo with the girls as much as possible. 

The Director of Public Listrnction wreto in the school logbook; The new buildings arc* 
admirably adapted for their purpose.'’^ 

cownc.^-Thc Govcrnmenl curriculum isfollowed throughout the school. Students 
are prepared for both the English and Venmcular Tcachora* Examinations, as well as for Matricula- 
tion and the Middle Examination. 

Domestic fliYs.— Girls are taught to cut out, make and moud their own clothes, to dust their rooms 
and keep them tidy, to be preficient in Indian cooking and to be useful in home life. 
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St. Joscpifs Burmese Girls* Ori)liaHagc, Slaiwlalay O'eruaeular Dciiartiiieiit). 

This institution is located in a building specially built for it at a cost of Rs, 50,000. Of 
this amount the Government of Burma gave a building giant of Rs. 17,000 and the remaining 
Rs. 32,000 was provided by the Roman Catholic iDssiou of Upper Burma. The foundations wein 
laid in 1898; the building was completed and the school transferred to it in July 1901. The 
compound belongs to the Roman Catholic Mission. It is of a square form, with a brick wall 
euclosuie and comprises an area of about 2A acres. It is situated in the central part of the town 
and is surrounded on all sides by private houses. 

The orphanage is a two storeyed building facing the south, with two wings prolonged towards 
the north. The centre part is 100 ft. long and 25 ft wide; each wing 90 ft. long and 25 ft. wide. 
Both storeys have verandahs all round except at the north end of each wing; these verandahs are 
9 ft. wide and are supported on the outside by pyingado posts, 6 in, square. 

The centre part of the lower storey is divided into three rooms; the middle one 18 ft. by 25 ft, 
forms the parlour, a comer of which is occujned by a staircase. The room towards the right ride is 
ft. by 25 ft., aud is divided in two by a movable partition, one part being occupied by a class and 
the other used for the needlework, On the left side the w’hole room, 4-1 ft. by 25 ft., is occupied by 
two classes. 

The west wing forms a long hall, 90 ft. by 25 ft., without partitions and occupied by five classes. 

The east wing 90 ft. by 25 ft, forms also a ringle hall bntis divided into four parts with 
movable partitions. These are private rooms for two Sisters and vestiaries for the oiphans. 

In the upper storey the whole building forms two laige dormitories separated only in the 
middle by a small room, IS ft. by 25 ft., just above the parlour at the centre where is the staircase. 

The walls, 18 in. thick, are all made of brick. The wood work including the upper storey 
floor aud ceiling is of teak wood. The whole building is cm*ered with corrugated iron. 

Large ventilators over all the doors aud windows and also upstairs below the coiling, admit 
plenty of uir to the w^holc building. 

The lower floor is paved with Upper Burma flat stone, 1 fi C in. square. The height of the 
wall from floor to floor is 13 ft. and from the upper floor to the ceiling 17 ft. 

There is also a separate building, single storeyed with zinc roof, 126 ft. long and 22 ft. large, 
comprising the kitchen, store room, refectory and weaving room. 
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Gorcrumciit Girls’ School, Damoli, 

This building was constructed in the year 1905-1906 by the Public Works Department 
and is situated to the north-east o£ the city police station on a by-road in the heart of the town 
and is surrounded by town-houses on nil sides. 

Dnmoh town is the headquarter town of llio district, and is situated at 20 ® 60' north 
long, and 79® 27' east lat. Dnmoh is a station on Ihc Bina-Kutni Branch of the Great Indian 
Peninsula Railway, 702 miles from Bombay and 712 miles from Calcutta bj' rail. The population 
in 1901 was I3jii55. It is the 15th town in the Central Provinces in size, andis increasing in 
importance. It stands 1,280 ft. above sea level below some stony hills which radiate heat in. the hot 
weather, thus increasing the temperature, which, but for this, would he very moderate. 

The laiufall averages ‘IG'44 inches. 

The building has a plinth 2 ft. high and is a rectangular area 88 ^ ft, long, east to west, and 
56 i ft, bi'oad, north to south, with two bloclcs of single storeyed rooms along the eastern and west- 
ern sides. 

The masonry is of second class bricks in lime and tbe plan is that BanctIoheu“foi’ sobools- 

The cl.nFS rooms in both blocks are 14 ft. wide, with walls 1 J wide, and there is a verandah 7J ft* 
wide in front. The height of the rooms is 1 l-J- ft. The floor is flagged, and the gable roof is of 
single Allahabad tiles. The verandah roof is 8 ft. below iho main roof, and is supported at the 
ends on stone corbels 2 )rojccting from the main walls of the rooms, while the other or lower ends are 
supported on a 5 in. thick hressummer carried on masoiuy pillars (I 4 by ft.) a foot apart from 
each other and a foot in height* The class rooms arc open on one side, while there are walls on 
throe sides having clerastory w^indows, measuring 3 ft. by 2 ft, 3'hus the building and class rooms 
are well lighted and ventilated. 

TJic eastern block contains a single class room facing west 53 ft. long, 14 ft. wide and 14^ ft. 
high. There are seven semi-circular arched openings, each G ft. wddo and ft. high. There are 
five glazed clerestory w’indows, three in the back main wall undone in each of the side walls. 
They arc pi-otected by \ in, mesh wii*o netting fixed in iron frames in such a way as to allow free 
opening of tlie shutters. In the front wall, above the vorandali roof, there .are tluije other small 
clerestory windows measuring 2 by 1 ft. provided with 3 in, mesh expanded metal fixed in wooden 
frames. The vcr.andah openings between the masonry pillara are provided with 3 in. mesh expanded 
metal set in wooden frames. The central frames have n door 4 ft. by 6 ft. of tbc same material. 

The western block consists of an open class room in tho middle and two closed rooms, one on 
each side, to form godowms. The total length of the rooms in this raw is not the same as that in the 
eastern rovr but is 4J ft. less, leaving a space at tho northern cud enclosed by the compound wall. 
This open space is <t ft. 0 in. wide and of a length equal to the full width of the western row, and 
provides a masonry latiinc for the use of girls during scliool lionra. The class room 0 this block is 
22 ft. long and 14 ft. udde. Tho room to the south of the class room is 14 ft, square, while the one 
to the north is 14 ft, by Si ft. 

All the clerestory wdndo^vs in tho outer main walls have glazed shutters protected with I in. 
mesh wire netting set in iron frames. The sonthern extremities of the two rows are joined by 
a compound wall forming the southern boundary of the block and thus enclosing a small compound. 
This space is used ns a playgi’omul .and is S3j ft. long, north and south, and 39 ft, wide, east 
and west. Tho main gate is 10 ft. wide and is situated in tho centre of the soutliem compound 
wall whicl) is Gj "ft.' -high. Tho gate pillars are 9^ ft. high and tho gate consists of a pair of 
shiitfeis of galvanized iron sheets fixed in tho inner side of wooden frames which swing on iron 
hingea. >;*The compound walls -being of suflicient" bcigbi 'the building is ‘fully on -the “purdah 
systCDi,^^ 

n 2 
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schools Fon GIIILS, 


Tho cost o£ the school bin'hUng to Govcniment ui» to date R*?. 
Tboi'C Due bO girls oii the rolls cln>:‘:inc(l n<t below ; — 


Chi«r*. 1 

1 Infant. 

1 

r. 

1 

11. 

III. 

IT. 

Viilds 

j 3S 

23 

1 

0 

7 1 

1 G 


Cia^'^C'f I and 11 sit in the cla?s room in the western row and the remaining clafses in the 
class room in the eastern row, Girl« sit on strips o£ tat-pafties with their hacks towards the walls. 
There are three teachers one head mistress on Rs, lOj one a‘;sistant mistress on Rs. S, and 
one monitTCSK on R<!, 5, 
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Tltc Cathedral High School for Girls, Honiliay. 

The Cathedral High School for Girls stands ia Napier Rond on the EsplnnndCi Bombay. 
It need formerly to bo in TIomji Sti-ect, Elphinslone Circle, but the present building which was 
designed by Mr. John Adams was occupied on August ^Otli, 1900. There are two large school 
rooms on the ground and first floors, each GO ft. by St7 ft., and another on the second floor, 44 by 
11 ft. 

These have spacious verand.ihs, cloakrooms and ofliccB attached to th^m. There is a largo play- 
shed in the compound with badminton court. 
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St. *TnNP]ili*s Collrsri*! IVurth Toiiit, DnijiTlIitjr* 

“ A moit imposing stone IjuiUlin^j large, liamlsonic and occupying i\ commanding position 
on the cre^l of t!ic Darjeeling spur, in full view of tlie Snowy Knngo, and the stupondous and 
awe-inspiring height of Kinohunjunga." In tho<e wordq a*; far hack as 1S93 the London 
in a lending artiolo on Anglo-Indian education, made mention of the then newlj-ercctcd St. Joseph's 
College, and the writer concluded hix article Iiy hinining “Knglish parents iu India who deny 
thein*'elvcs the alleviations and comforts necessary to maintain their own health, in order that they 
may save enough out of their diminishing salaries- to send their children to schools in England where 
an inferior class of iuetruction is given at a much higher cost." 

At the age of 05, broken in hcallli from his long and arduous labours in India and South 
Africa, Father Henry Dcpclcliin, S.J,, yolunleerod to come back once more to India, where he had 
already opened the two n cll-knowii educational inslifnfions of St. Xavier's College, Calcutta, and 
St. Xavier's College, J3omh.*»y, in onler to erect a cfdlege at Darjeeling. In February 1S5S he 
t'f llic littlc_st. .Tosepb'.s School which existed at Sunny Bank and set about at 
once to look for :i site for the new college. The Goiernment of Bengil, through Sir Stoiiart 
Bayloy, made a free gift of a large plot of grouiul on the spur which runs due north from 
BircU Hill, and in three years' time Brothci* Rot«acit, S.J., ercctcil the inagaiticcut pile of buildings 
at a cost of somewhat over Ihiee lakh**. On February tlie iSth, Jb95, fho limt party of boarders 
arrived, and on the following day Ills Excellency the Viceioy, Lord Iransdo^vnc, did the new college 
the much appiccinted honour of a vi*oit. 

In addition to the site presented by tbe Goveiiimont of Bengal, neighbouring plots were 
acquired and the college grounds at present cover an area of about 17J acres. The main college 
building, built entirely of stone on the rocky crest of tlie hill, seem** to be entirely free from all 
danger of landslip and stoo<l the gieat earthquake of 1&91 without receiving any damage worth 
mentioning. The building forms very nearly :i squaic block, each side of which is about 300 ft. 
long, the open qiiadiangle in the centre being about ISO ft. by ICO ft. The principal facade w to tbe 
south and is ilanked in the centre by a iiorfico meaburing about 40 ft. by 2U ft. This, as well ns the 
east and west niiigs, is three .‘‘fcoreyed, the first .and s-econd storeys being eacli about 18 ft. high and 
tlio third about 15 ft. The nortiiein wiug a one storeyed building only surmounted by a 
low slanting loof. The whole of the fiont building nitli the exception of the chapel, a waiting- 
room and two parloni’s is Occupied by the college staff. 

As the pupils boaiding in the college arc divided into four distinct divisions, it may help to 
follow thi*? ckssification in stating the nrraiigcinciits made in the college for the accommodation of 
each of these. 

I. TJic Jtinioi' Division.— Hhih division numbers about 40 boys whose age is below 12. Thev have 
their own dining Inll (10 ffc. by 12 ft.), their own dormitory loO ft. by 30 ft., ), their own laVntory 
(50 ft. by 12 ft.), their own dressing room (30 ft. bv 30 ft.;, their own study room (40 ft. by 30 ft.), 
and their own playground (about 800 ft, by 120 ft.). All the rooms mentioned here are of the uni- 
form height of 1 5 ft. 

II. Tile Middle Dir won. — ^This division uuinbers generally about 05 boys whose age is between 

IS and 15. Their common study room where the preparation work for the classes is done measures 
50 ft. by 30 ft ^ Their lavatory is about 70 ft, b}’ 12 ft., and their dressing room 50 ft. by 30 ft. 
Their dormitory is about 00 ft. by 30 ft. .'ind is excellently ^'Cntilated, there being no less than II 
large windows on each side and a special sj-stem of ventilators through the panelling of the ceiling 
and the roof above it. The playgi-ound of this divirion is to the north of the c'Jlege buildings and on 
the same level and measures about 300 ft. bv 150 ft. \ 

III. pe Senior Division.— ThU division nuihbei's on an average from 6C to 65 boys whose arre is 
above lo. Their study room ‘ which is on the ground floor in the weslcm wing is of the ^me- 
dimensioiT^.as that of the middle division located on tlie ground f oor of the eastern ufng. They 
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Jjave two well ventilated dormitorieSj one of which measures GO ft. b}" SO ft. and the other 40 ft. by 
SO ft. Between these two dormitories is a large washing and dressing room measuring 05 ft. by 40 ft. 
Their playground is a lai’ge flat space about 100 ft. below the level of the college and measures about 
400 ft. by 200 ft. 

IV. The Sjpccial DejparUnent, — ^This department has within the last ten years had an average number 
of about 20 students preparing for special examinations which give entrance to some of the Govern- 
ment services in India, or stiulying iov examinations for which they intend after a one or two years’ 
course at North Point to proceed to England. Each student of this department has his own special 
room (13 ft. by 10 ft.) >vhichis both his study and sleeping room. There are 24 rooms of this kind, 
each ha\nug its own window, and the uniform height of each being about 12 ft. The Special Depart- 
ment lecture room mcasiuos 10 ft. by 30 ft. and the pupils have a special reading room 80 ft. by 
15 ft. They have also the use of a billiard room 30 ft, by 20 ft. containing a full size billiard table, 
and when the weather does not allow of outdoor sports they Imve for their recreation a closed 
verandah on the second floor measuring about 220 ft. by 15 ft. 

The middle division, senior division and speoial department students have a common refectory 
50 ft. by 30 ft, A beautiful marble l)asement runs right round the refectory and the walls are painted 
ill a light yellow’ Ime while a neat leaf and flow’er border runs right round all the edges and a large 
sized and highl)’ oruamentod vase is painted between each pair of doors and window's. Ten panels 
41 ft. by 2 ft. repi’esciiting various scenes from animal life and artistic oil paintings, cover the spaces 
botw’ccn tlic doors and windows, w’hile the four seasons of the year set forth in characteristic and 
snitable scenes and covering ft. by 4 ft, adorn the four corners j a view of the snowy range as 
seen from North Point, and a seeiio from Ilol}’' Scriptin*e in the centre of the two opposite w’alls 
complete the set. Every NoHh Point boy is proud of his grand college dining hall. 

Class rooms. — The boys of the 1st and 2nd Standards occiipj’’ a hall 40 ft. by SO ft. which is 
both class room and study room for them and wherc they su'e at all times with the masters who 
are in charge of them. The seven remaining standards have each their own class room measuring 
25 ft. by 20 ft. Tlie average number of boys in each class room is about 20, and aslall the class 
looms are 15 ft. high, the capacity of each is 7,500 cubic ft. Each class room has two large 
windows 9 ft. by 4 ft., and .a large double door, 1 2 ft. by 5 ft., the upper half of the doors being 
glass. 

Miisio rooms. — There are two music rooms: one 30 ft. by 20 ft. and the other 30 ft. by 15 ft. 
The college has a band consisting of about 25 playing members and an orchestra numbering about 
20 players. 

There is a bathing room measuring 80 ft. by 20 ft., and divided into IG separate bathing 
cabins with hot ami cold water pipes laid on. 

There is a natural history museum 30 by 20 ft., containing a fair collection of interesting 
objects mostly presented by old boj’s. The butisrfly collection is a large one and contains some 
rare specimens. 

There are two infirmaries, one in the main iiuildiug (30 ft, by 20 ft.) for ordinary mild cases. 
Tho other is an outdoor infinnarj’ occupying a separate building, 56 ft. by 40 ft., away from and 
to the east of the main building. The latter is divided into four parts and has its own bathing 
room and closets. 

The quadrangle is suiTOnndcd with pillared cloisters running along the four sides and every- 
W'here 15 ft. broad. Thero are 50 finely proportioned pillars and the rain water from the vast 
expanse of j’oofing passes dowm the centre of tho pillars to the underground drains which carry 
it off. 

AnDmoNAi. Buildings : — Fraser Hall. This ball, a gift of Sir Andrew Fraser, Lieutenant- 
Governor of Bengal, wras built in 1905 and runs parallel to the west wing and about 30 ft, away 
from it. fine stone erection in the stylo of tbe college is meant to serve a double purpop ' 

pi ’ accommodate the T* '"jecliT'*' on tbo days of public ontertainmeut. and ordinarl 
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as an up-to-date gymnasium, ilie fittings of 'whicli are so disposed as to be removable mthin 
an hour. The internal dimensions of the building are ; length dii ft., breadth 30 ft., height 28 ft. 
from the floor to the highest point of the trefoil vault. The floor itself is 3 ft. above ground, and 
the stage vrhich is 3 ft. above the floor occupies about 18 ft. of the length and has a green-room 
(28 ft. by 16 ft.) as an adjunct to the hall. Fourteen large ogival double glass doors allomng 
openings 9 ft. by 6 ft. provide light and air in abundance. Above the stage is a floe painting con- 
taining life-size figures which represent the Fine Aits, rts;.. Poetry, Dramatic Art, ^lusic, Painting 
and Simlpture; the whole being a free adaptation of the famous production by Baffaelo Sanzio, 
know n as “ The Parnassus/' The hall was formally opened by Sir Andrew Fraser on October the 
12th, 1905. 

Ulie ^^iewce I/a//.— 'This structure which also dates from 1905 extends in continuation and at 
a little distance m the rear of Fraser Hall. Its internal dimensions are SO ft. by 24 ft. It is 
dinded into three rooms : two halls 34 ft. by 24 ft. for physical science and chemistry respectively, 
and between them a room 24 ft. by 12 used partly as a general fitting shop and partly as the 
profes<;or's sanctum. 

The chemisby hall is fitted up as a lecture room with a demonstrabon bench and other 
requirements, while the remaining space is devoted to practical work. Eight students, and at a 
pinch double that number, have working tables ■with all the necessary fittings. Each student has 
a chemical balance, and the set of chemical apparatus placed at their disposal is the same as that of 
the City and Guilds of London as used in the Institute, South Kensington. 

The disposition of the physical science hall is practically the same : lecture room and practi- 
cal class. The set selected for the latter consists of the apparatus required hy the Intermediate 
course of practical physics by A. Schuster and C. Lees. 

The store rooin^ hitcheii and bahei^ occupy a separate building which runs parallel to the east 
wing, and whose dimensions are lUO ft. hy 25. Under the store room is a vast spacious cellar. 

The cricket pavilions . — Both the middle and upper divisions have on their playground a 
pavilion large enough to admit of the boys spending their recreation time in it when the weather 
prevents the use of the pla 3 'ground itself. The pavilion of the upper division stands on a flat 
•cut-out in the hill-side at the southern end of the playground and about 10 ft. above it. It is a 
liaudsome structure 72 ft. long, commanding a view of the ground and of the suo'wy range beyond. 
It consists of a large central hall, 30 ft. by 20, flanked two rooms, 20 ft. by IS, with a verandah 
running down the whole length in front. One of the two side rooms has been converted into a 
billiard room, with two bal£-&>ize billiard tables. The other room serves as a reading room and con- 
tains an army of books, periodicals, etc., while on match days it is used as a dressing room. The 
centre ball which in ordinary circumstances serves for indoor games, becomes the Inncheon room for 
the contending teams and guests on public match Cayc. Its walls are adorned with a complete 
collection of large-framed photos representing the successive cricket, football and hockey teams that 
have upheld the honour of the college on the sporting field. 

The pavilion of the middle division is at the northern extremity of their playground. It 
measures GO ft. by 20 ft. and is likewise divided into three parts, one of the side rooms containing 
also two small-size billiard tables, while the other one is used as a carpentiy and fret-saw workshop. 

An abundant supply of filtered water is laid on to all parts of the college, and the whole college 
is lit up electrically. There are in all 207 incandescent lamps. The ordinary caudle power of the 
himps used is 25, but in the study halls, lefectoiy and some class rooms the lamps used have 32 
candle power. There is one arc lamr ' ** ' "'OO candle power, illuminating the whole quadranglcand 
rurrounding cloirters. 
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Victoria School) Kurseoiig;. 

The mixed school from which the present institution has sprung was founded in the year 187^ 
by Sir Ashley Eden, tho then Lieutenant-Governor of llengal. 

The school is maintained, by Government for the education of the sons of persons of European 
descent who are employed in any depai-tment of Government seiwice, the fees varying with the' 
prenfs' income. After ppviding for their wquirements the children of non-Government servants 
are adraiitet^at a uniform higher .late. 

The buildings are grouped along the upper part of an estate of 60 acres and at an elevation of 
G;000 ft. above sea level, Tho local rainfall averages about 180 in, yearly and the shade tempera- 
tni’B ranges betw;een 30 and. 70. Luring the rains, which last.about five months, an almost uniform 
shade tempemture of 60 is maintained. 

The school buildings comprise the main building, the .new building, tho hospital, the chapel, 
Avorlcshops, the armoury, the gymnasium, the headmaster's house, and various staff quarters. 

The central hall of tho school is 70 ft. by 40 ft. and the dining hall 90 ft, by 30 ft. There are 
five spacious dormitories on the second storey, equipped with drassing-rooms, tiled lavatories, and 
semi-detached night bathrooms, « . * 

Slost of the class rooms are 30 ft. square, all are wainsootled to a height of 4 ft,, the floors of 
the low’er class rooms are graded and the w^lls of all are tinted and hung with pictures.. Separate 
deslcs are provided throughout, each class room affording sitting accommodation for about 30 
except i}i the technical department which at pi-esent is limited to 16 students. The present well- 
equipped science laboratory for tho technical classes is to be further supplemented by a science and 
.object-lesson room for the school. 

The school library, containing between one and two thousand volumes, has, as an annexe, a 
.reading room for the elder boys. * . - 

‘Other rqoms are^tho masters' common raom, the headmaster's office, and the teachers' reference 
libraiy, the sports roqm (fitted with athletic, requisites), a handsomely tiled day lavatory, and 
numerous sets of quarters for the staff. 

Apart from the main buildings are to bo found a two storeyed hospital with wards, dispensary, 
bathrooms, and nurses' quarters, large workshops for smithy and carpentiy work, the school chapel, 
a cruciform building, with seating accommodation for about five hundred people, the armoury, the 
play-shed, which is to be further supplemented by the. erection of a suitable gymnasium, more staff 
quarters, the headmaster's house, kitchens, godow^nsj and servants' -lines. 

The main playground of the school is about 250 yards long by 50 yards broad and has at its 
south end a large pavilion. 

• The school contains l‘J j boys, the staff consisting of a headmaster, eight assistant masters, and 
one lady teacher. There are also a lady housekeeper, a gymnastic instructor, a steward, two matrons, 

’and Si trained nurse. ' t. • i 

The school teaches up to the middle siliool examination with a further technical course ex- 
tending over two years in classes affiliated to the Civil Engineering College, Si pnr. 
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Diocesan Girls* lliarli Scliool, Daijeelhiff. 

The building- now occupied bj the school was erected in 1904 at a cost of three lakbe: 
It stands in a very healthy position at the north end of the station, the site being levelled out 
of the hill-side above the cart road leading from Darjeeling to Lehong, 

The building, a very substantial one of stone, facing west-south-west and measuring 300 ft. 
from end to end, consists of two blocks, one three-storeyed and the other two-storeyed, connected by 
a central tower ft. high, the upper portion of which is used as a studio. 

The higher block contains on the ground floor four veiy spacious class rooms used by the 
junior school, a science room fully equipped for practical work in chemistry up to the Senior 
Cambridge standard, and a corridor, 109 ft. by 16 ft., which is used as a playroom for the 
vonnger children in the rains. In the two storeys above are large airy dormitories, dressing 
rooms, and teachers’ rooms. The other block contains in the ground floor, two class looms for the 
senior school, the headmistress* office, teachers* dining room and sitting room, and two corridors, 
72 ft. loiig, running parallel to one another, and separated by a series of arches. A second series 
separates these corridors from the dining room, 72 ft. by 27 ft., which will accommodate about 
120 cliildreu* 

Above the dining room is a large assembly hall, 7S ft. by 37 ft. with stage and gallery. Used 
for school entertainments and for drilling and dancing. 

Attached to the school premises are the quarters occupied by the Sisters under whose care the 
school has been placed by the Governors, and a large chapel which will seat about 150. 

There is a playground attached to the school, the enlargement of which at a cost of Ks. 8,000 
is under consideration. 

Below the cart road is a small building, with corrugated iron roof, used as an isolation cottage 
in cases of infectious illness, and a smaller playground. The class rooms, which are particularly 
bright and airy, are all furnished nuth separate desks for each pupil. The measurements and 
accommodation are as follows ; — 


Length. Breadth. Height. 


Eotm V measmesSl ft. by 26 ft. by 12} ft. and accommodates 25 

Form IV „ 

Smft.ly2a ff.b3-12ifi. „ 

„ 14 

Form III „ 

2ajft.by2e'.ft.liyl2ift. „ 

» 15 

Form II . „ 

25|ft.by20Vft.byl2ift. „ 

„ * 25 

Fonn I „ 

21Jft.by26ift.byl2ift. „ 

„ 20 

Kindergarten „ 

32’ ft. by 265 ft. bv 30 ft. „ 

„ 30 


Electrio light has been installed throughout the ground floor of the building and in the hall, 
and u-ill be earned next year into the remaining poitions. A valuable reference library has lately 
becD presented to the school bj- lady Baker, and she has also added a number of volumes to the 
school library. 
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TiOvcto Convent School, Asausol. 

Tbo Lorelo Convent, Asansol, was opened in 1875. It is a two storeyed bnilding, only one 
a-oom deep, covering about *150 by dO ft. and >viib a verandab 11 ft, \nde ninning all round. 
It is situated in a picturesque spot, and in a locality remarkable for its dry liealtby climate. 

The Grand Trunk Road is on tlic norlli, St. Patrick's Iligb School for boys on tbe east, and on 
•the west and south there are Avidc stretches of undulating fields. Tlie compound sun‘ounding the 
•convent is large, comprising an area of about G acres, and is enclosed by a barbed Avire fence. 

The drainage is good, tlie grounds liaving a fall of aliout 8 ft,, north, south, and u'est. 

To the oast and soutli of the building are the recreation grounds-- eaoli about an acre in extent, 
and on the north, a slioii distance from the house, lies the flower garden. Beyond this are two large 
■tanks, one of which is used by the convent washermen, Avliile from tbe other tbe Avatcr suiqily for 
the bathing rooms is dmwn by means of a pump, and is coni’eyed to the building by pipes. 

A large avoII in the compound supplies the establishment Avith drinking Avater. 

The bnilding is approached by a long can'iago drive, which leads into a largo quadmngTilar 
portico— the main entrance to tlie building. On the right are the parlour, music room, and children's 
refector)^ opening one into the other; while on the left the concert hall is situated. This is a 
lofty room, 87 by 171 ft., and is most con A'cnieni for the cbildreirs recreation on wet evenings, 
wlien they are unable to play out of doors. 

Adjoining the conceiti hall are the various class rooms, beyond which the drossing and bathing 
rooms are situated. 

Tlie class rooms and dormitories being considerod iusuflleicnt for tlie number of piqiils (thero are 
58 boarders and 59 day scholnrs), a dormitoiy (iS by -10 ft. to accommodate 54* boarders is in 
process of building. By tlic emetion of the new dormitory throe additional class rooms will be 
■secured, measuring I’cspcclively G3 by 1 7^ ft., 32 J by 17 ft., and 40 by 1 1< ft. 

On the Avholo the school is a very healthy one, and it is Avell ventilated and lighted. 

The dormitories and linen rooms are on the upper storey. 
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Gadiedral Orpliaun^s, laliorc. 

The buildings now occnped bj the Cathedral oiphanages Tvere erected fipeciallr for them. 
They were completed, and the schools transferred to them from their old quaitersj in October 
189 a. The buildings consist of two main blocks, one for boys and one for girls, built on' exactly 
similar plans. Each of these blocks accommodates about 40 boarders. The plan of tiiese two 
buildings is iu the form of three sides of a square. The main portion faces east and has a frontage 
of about 180 ft. Erom the western side of this portion, at each end, a wing branches off, ’ One 
udng faces north, the other south. Each has a frontage of about .100 ft In the main poition 
the rooms are two deep» the wings are only one room deep. The main portion is dinded across 
its width by a corridor 85 ft, liy IG. On each side of the corridor, and opening into it, are 
two rooms, 40 ft. hy 1C, Three of these rooms aw used as dormitories, the fourth is the dining 
hall. At the ends of these rooms, remote from the corridor, and along the soufeh wing, are the 
quarters for the members of the staff. The north wing, in the hoys' bulling, is 0(;cupied Ijy 
the caipentry room, 35 ft. hy 16. At the end of each wing is a room G1 ft. square, the one in 
the north wing is the hoysMibraiy, that in the south wing the kindergarten room. About 30 ft. 
^m, and in a line with, the south wing is the school room 50 ft. by 25, The roomls divided into 
ree hy moveable wooden screens, Each division is occupied hy one teacher and his tu’O classes, 
ere are, on an average, sis or seven- children in a class. About two years ago, the school was 
Mppied with single desks, made according to the pattern recommended by the Education 

Department ox the Punjab. 
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Catlicdral Scliool for Oirls, liahore. 

TJie Cailiedral Iligli School for Girls is located in a building specially built for it at a cost 
of Rs. 28,00U partly by a grant from Government and partly by donations and subscriptions. 
The foundation stono was laid by Sii* Charles Rivaz on May lOtb, 1903, and the school was 
tiunsferi’cd to the new building in October, 190*1?. 

The main building consists of a central hall (area SO by 25 ft.) which is used for assembling 
and for dismissing the school and for drill and class singing ; it is fitted with Ling^s gymnastic 
apparatus for purposes of drilling. The various class rooms (five in number), theldndergarten room 
and the headmistresses private room open out from the sides of this hall, and round the two sides and 
oast end of the school are verandahs 10 ft. in widtii. The verandah at the east end is used as the 
entrance to tho school hall which has two large doors here. At the west end of the school hall is 
ample lavatory accommodation, there being two sets of lavatories for the primary school — one for 
boys and one for girls ; one set for the uj)per school and one sot for the use of the mistresses. There 
is one entrance door only at tho west end of the hall which is used e.vclusively by the staff. 

On the north side of the scliool is a field belonging to the Cathediul compound, which is used 
for games. On the south side of tho compound are servants’ houses. 

Tho walls aro of brick, the roof being flat and supported on steel girders and wooden joists. 
The upiior part of tho innei' doors are of* glass, and all tho outer doors are protected by wire doors. 
The building lies from east to west. 

Connected with the school is a hostel built in 1907, with the help of a Government grant, and 
opened in November 1907 j it is built on the opposite side of Hall Road which runs past the school. 
It is designed to accommodate 20 boarders and tho necessary staff of teachers. It consists of a 
central passage running tho full length of the building from west to east. Out of this open two 
dormitories on opposite sides ; one for the younger boardore and the other for the older ones j these 
each measure 20 by 30 ft. i two large rooms, one of which is used solely for meals, and the other as a 
study and sitting room for the girls, each measuring 20 by 30 ft.; two mistress’s bedrooms (IS by 
11 ft.), of wbicli each opens on tho other sulo into’ a further room (MJ by 16) and a bathroom. 
Tho bathroom accommodatiou which is ample measures (20 by 15 ft.) and is provided for at tho 
eastern end of tho passage, there being separate sets of lavatories for each dormitory. A panby is 
built at the outer side of the dining room, and from this a covered way leads to the kitchen (17 
Ijy 15 ft.) and to a wash house (15 by 10 ft.) whieli arc especially fitted lip for lessons in practical 
domestic economy. '' 

A verandah (10 ft. wide) runs round the south and west sides of the building, and all the outer 
doors aro protected by wire doom. Tl*^ building is of brick j tho roof to which a staircase leads to 

enable tho boarders to sleep therp* " weather is flat and is supported by steel girders and wooden 

joists. Tho folharing a3*c the the size and accommodation of the various class rooms of 
the main school buib^- -on room 21} ft, by 27 ft. G in. containing desks for 

children and a laV ^ 24 ft. by S7 ft. G in. containing desks for 3G ; class 

2 1 ft. by 27 ftJ ' 1 ft'j ‘ 1 JS rrom D 18 ft. by 20 ft. 0 in. containii'o- ’ 

iO ; class 3 * 0011 )^ ^ 2 j class room 1 8 3 1. by 2o ft. ^ 

Dg dcsks.for i • ’ 

■’‘•avatori^ 
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St, Joseph's Cnnvnit Hiirlt Silinol for Kimippiiii niitl rnra^flit friri<. IVftiulnlay. 

Tln^ two storeyed IrtiiWiog wljcre tliis iti^titutiou i** lofatwl w{i«? loiilt nt a oo^t of K«. 7r},00(^ 
ly tlu* llomnn Catholic Miwoii, of whieh noioiiot the (Jovenniieiit of Burma gave a building 
grant of Hs, 20,000. TJio foiindntion<> m're laid in 1S02 ; the Imildiug was comph'tcd and ocenped 
in ISO-I, The voniinmiul, belonging pre\ioiKly to the compri'^es an area of about 3 aerts, 

in the centre of the tomu It has a form nearly {-(luarc, and U enclosed by a brick u'all, but is 
almo'-t Bummnded by private Ikunc;! on all sides. 

The building, facing t lie north, measures ISl ft. by 72 ft. (the vcninibihs on the four rides 
indudctl). It conri*.|p domi'.taiN of six large room*! iseil for the different dashes. Tlie tu'O rooms 
at the east and we^t ends measure 52 ft. by 30 ft, Two other classoj; in the centre, facing the 
north, measure 10 ft. by 30 ft, and iitc other two at t]»c hack of the above mentioned arc dO ft. by 
20 ft. IIjc centre of the hnilding CO ft. by 18 ft, is ivcnpicd by a large staircase at the back of 
which is a rttom used jrrer'ioitsly for the parlour and now as refcclon* for the Sislcm. The whole 
upper stoiey ii, divided into large dormitories and drtssiue rooms, giving ample accommodation for 
120 bods. IjOrgc and convenient hivatonV are sitmiicd at the ca«t and west ends of the domutoriei^ 

Tlie foundations arc made of stone, the lower stpnw* walls of hrick, and the upper storey uxilk 
of brick-iiogging. The height of walls from floor to floor measnics 1(» ft. and from the upper floor 
to the ceiling 1C ft, li in. The w hole Imildini: is covered with cnimgated iron. 

31)c fnundatioHS of a wmid cdurinictinn were laid down inlftOC: this was completed and 
occupied in 1903. Tlic cost of this ammmiwl l{s .‘15,01)0. ‘llic Govornmetil of Biuma gave a 
building grant of Its. 15,000, the lemaiuder being ‘•npplicd by the Alissioiu 

This double storey contlniction has the furiu of a .’ro?s, faces the east and measures lit) ft. by 
90 ft. Ill both storeys, fromsonili to iioith, it forms long ha II ^ on the whole length 112 ft. hr 
2^ ft. The small wings to^\a^d^ the ea.st and west are 30 ft, hy 28 ft. 

Tho lower floor hall is occupied generally Iiytwoclassc,:, and occasionally used for jicrformances 
or distn'lmtioii of prizes ; tlie loom towanK the west foims n class room, and tin* room in front to- 
the cast is need as a parlour. 

Ipstairs the hall is used ,is a dormiten'. the Iwick room a^ iniiinmiy and the front room is the 
community room of the SUcis. 

The whole building is of brick except the fi out wing uluch is of hrick-noggmg, At both 
storeys there are verandahs all round except at the four ends ami along tlic sides of the front wing. 

The height of the walls from floor to floor p ft. Ciiu ami flow the upper floor to the ceiliuff 

18 ft. 

Botli Imildings are amjilT rcntilatcd and ><-clI adnplcd for tiic liif climate of Mandalay, 
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St, Joliirs (UoiiYciit lliffli School, Kangoou, 

The coiiveot o£ the Good Shepherd Nuns, generally known as St. Jolm^s Convent High 
School, was huilt by the Bight Bev. Dr, Bigandet, D.D. In 1872 he purchased a piece of 
land on Commissioner's Boad, five acres and a half in area. In 1873 the foundations of the new 
convent wei'e laid on the above mentioned site and in January 1875 the school was opened. 
The total cost of the imrchase of the laud, and erection of the building amounted to Bs. 1,22,000. 

The building is a two storeyed one, facing Commissioner's Boad, and is erected in the centre of 
the grounds. 

The frontage is 250 ft. by 55, including two verandahs each 10 ft. wide, which run all round 
the building, reducing the width of the rooms to 35 ft. 

In the middle of the frontage is a portico, 20 ft. by 1 5, to the right are a parlour, and the 
school library, each 20 ft. by 17, one large room 40 ft. by 36, for the kindergarten class, a 
music room, 18 ft. hy 34, and a room 31 ft. by 35, for the firet standard. To the left of the 
portico wo find the rooms similarly aiiunged, a part of one room, 30 ft. by 17, being partitioned 
off as a parlour, while the other rooms arc reserved for the use of the Nuns. 

Eastandwestof the main hnilding arc two wings, each measuring 184 ft. in length, the east 
wing being assigned for the nse of the first class boarders, the west for the use of the second class, 
the arrangements in both being on the same plan. Each wing contains two large halls, 58 and 
•06 ft. by 40 and 34, respectively, and a refectory 40 ft. by 31, The large halls are used as 
school rooms, and easily accommodate the different classes. 

The upper storey of the building is divided into dormitories and dressing rooms, the main 
building being reserved for tbe Sislei-s, and the cast and west wings being allotted to the first and 
second class boarders respectively. The lower pari of tbe building is of brick plastered ; the second 
storey is entiroly of teak, A verandah 10 ft. wide runs right round the npper as in the lower 
storey. 

Being situated iji the east of the town, in a large and well opened space, tbe convent occupies 
one of the finest sites and Lcalthiost localities in Bnugoou. 

It is away from the crowded streets and the noise of the town, and is at the same time within 
easy reach of tbe children wdio attend it from nil parts of the town and cantonment. 

The building has a good and constant water-supply, being connected by pipes with the 
Bangoon water-works ; the lavatories, etc., are detached from the main building. 

Tlie ceiling is very high, and lighting and ventilation are perfect owing to the large number of 
•doom and windows in both upper and lower Btoi' 03 ’ 8 . 
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Govcrmucnf Trainiiiir Scliool, Aellorc. 

The huildine Jesigncil to accommodate a training school for eloinentarr teachers consl^ing 
three normal classes of a strength of 25 each, ami live model school cla«*<!e?, rr:., an infant 
and standards I to IV vlth a maximum strength of 30 in each cla«. The building vra<; erected 
hv Government at a cost of Ih. 42,220 awl was completed in 1907. 

The dcsgu adopted isofthetjiiefollowedinthePre^idencrfortiammgschoolsforelemen- 

tarrtwi her..” A similar building w completed in 1907 at Villupuram in the Sooth Aroot 
District, and similir Imildings are now approaching completion at Tinneveilr andDindigul (Madum 
District*. 

The compound siirroundiug the «chool at Xellorc 1*4:1 acres in extent. It is completelv 
mirrounded by a masonry wall. 

The main building wluch is of well burnt red brick, has two storeys. The ground floor 
compri«!es an entrance lobby, a main ball, 27 ft. by 12 ft., four claw rooms, each 20 ft, by 18 ft., 
intended for the model school, and two latter rooms, each 20 ft, C in. by 28 ft. The former of these 
U intended for bIackboai*d exercises, and the wall space is blocked all round to the height of 
b ft. The latter is designed to serve as a room for criticism and model lessons, and is arranged 
like au amphitheatre in three tieiB on three ride<, where the noiraal students ‘;it to observe one of 
their nuralier or a permanent teacher giving a le<«on to a school das'!, which is placed in the 
middle of the room. The main hall extends to the height of the roof, and is provided witdi galleries 
on two sides at the level of the upper floor, It it u«ed for roll call, indoor drill, examinations, 
meetings of the teachers* association connected nith the school, and generally for all purposes for 
which mote than one or two classes are assembled together. 

Access is had to the upper floor by two staircases placed at the ends of the entrance lobby. 
The floor space is divided into six rooms, two 28 ft. 44 in. l)y 2C ft. 104 in., two 20 ft. 2} in. by 
IS ft, in., and two 26 ft, 104 in. by IS ft. 44 in., which are used for one model school class, threo 
normal classes, an office and a museum. 

The floors thionghont are paved with slabs of a dark close-grained stone known as Cuddapah, 
which is readily worked to a smooth surface and is my durable. 

There arc no verandahs except au interior one 10 ft. 104 in- wide at the back of the main 
hall, a corresponding one, 9 ft, 44 in. wide, on the first floor level and one above the entrance lobby. 

In most of the class rooms the available wall space is blocked to a certain level, so as to provide 
a surface for chalk drawing by the normal students and pupils. 

The rooms are well lighted and ventilated by numerous windows. The direct glare of the 
imn is kept out by sunshade®, formed of stone slabs supported on brackets outside above tho 
windows. 

The facade and side of the elevations of the building are not unomament.al. 
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Dharwar Training College, 

The foundation stone of the Dharwar Training College buildings was laid in 1873 by 
Mr. E. P. Robertson, the then Collector of Dharwar, to -whom the training c«)llege and the 
Government high school close by are indebted for his exertions in collecting contributions towards 
the cost of the buildings of the two institutions. The training college buildings were completed 
ill 1875 and the training college, which was till then at Belgaum, was transferred to the buildings 
on 9th June 1875. 

These buildings are situated on a high, open and gently sloping ground to the west of the 
town of Dharwar, and consequently the drainage both inside and outside the college compound 
and other sanitary conditions of the surroundings leave little to he desired, to which may partly 
be attributed the immunity of the college quarters from plague during the successive epidemics 
of the disease in the town proper. The Dharwar town stands at ii sea-level of &,500 ft. 
Though situated at a distance of about SO miles from the Arabian Sea, it is open to the sea breeze^ 
as it stands on the ridge or watershed of the Sahyadri range of hills. The temperature here never 
rises above 100° during the day in the shade, nor does it fall below 75° during any part of the 
year and the rainfall varies from 30 to 45 in. To these conditions is due the comparatively cool 
and agreeable climate of the place almost all the year round ; hut at the same time, owing to its 
elevated situation, the water-supply is usually scanty. 

The college buildings consist of four blocks enclosing a quadrangular garden measuring 235 ft, 
by 225 ft. The block running from east to west and measuring 102 ft. by 36 ft., contains four 
class rooms facing north; the two side blocks measuring 250 ft. by 25 ft., contain the PrincipaPs and 
Vice-PrincipaPs single-storeyed residential quarters, the double-storeyed dormitories for students, 
and two spacious halls (each measuring 40 ft. by 25 ft.), the one for the practising school attached 
to the college, and the other for the college workshop. The fourth block facing south, and 
running from west to east, parallel to the first block, consists of three detached buildings of which 
the central one is a double-storeyed building measuring 91 ft. by 36 ft. with dormitories for 
students on the ground floor and two spacious rooms on the first floor, one for criticism lessons 
with rising tiers of benches and the other with the lower portions of the walls ])ainted black 
and with other arrangements for instruction in drawing. A fifth block of buildings running 
parallel to the last pi’ceeding block contains Ijoarding houses for students of the three principal 
communities, viz.. Brahmins, Lingayats^ and Mussalmans, who do not dine together, and has a 
side block containing store rooms, servants’ quartere, etc. A new double-storeyed block (measuring 
168 ft. by 27 ft.) of buildings mnning parallel to the western wing of the old dormitories has been 
recently constructed for providing room for the residence of the increased number of students 
admitted to the college, and a spacious general lecture hall measuring 84 ft. by 42 ft. with a 
raised platform, has also been recently built in the central open quadrangular space of the main 
college buildings, running parallel to the class luoms at a distance of 20 ft. The college 
gymnasium and a few more servants’ quarters, latrines, etc., are situated on the western and 
northern outskirts of the college compound, which in all measures 22 acres of land. 

The college rooms and the new lectum theatie are single stoi’eyed. They are all built with 
burnt bricks and mortar and their roofs are covered either witli country pot tiles or with Mangalore 
tiles. The college proper has verandahs on both sides and the other buildings including the new 
hall have a verandali on one side from 0 to 10 ft. wide. The height of the room varies from 
20 to 36 ft. and they have a plinth, which varies from 1 to 3 or 4 ft. high, owing to the 
sloping nature of the ground. All the buildings are paved and they receive light from glazed 
windows and doors and, where more light is necessary, from sky-lights. 

The college proper consists of four class rooms each 16 ft. by 32 ft. with a porch in front 
joining the college and the new hall. These rooms answered their purpose well for a time, so 
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long as the college had only four classes as undei- .—one of third year students ; one or two of second 
year students; two or one of first year students j hut on account of increase of jwimaiy schools the 
number of classes has mcreased to six, and new rooms for the classes are under consideration. 
The present class rooms will then be ocoupied by classes of the practising school which have been, 
growing steadily and require additional accommodation. 

The total cost of the buildings, which covet a plinth area of 50,S1S sq. ft and which have 

been built from time to time according to the ever increasing requirements of the college, have so 
far nmounted to Rs. 2,62, 33fi, or about Rs. 5 per sq. foot of plinth area. 
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Xoriiinl Srlionl. Gornldiimr. 

Thi«; is a redbrick bmldin*:^ ;nid was completed In Iflflii ain cost oJ Ks. 3J‘,77G, Tlicroaro 
fwo class roomf? 40 fl, bv it ft. and one class room 32 f(. br 2KI. There is a ioaebing Ihcalrc, 
size 53 ft. by 32 ft. with flio licm-bc^ risiitg in tiers; and aceommodaiion for^ar^olHeo and diftri is 
also provided. The Imiltling is a lofty one with gable ends, and clci'eslnry v/Indovs are provided 
under the roof for ventil.iiion. Tlicrc arc wide lofty verandalis all round ibo building wlueb fac.'s 
east and west and U open to the prcvuloni winds at (lonibbpuv. The building is pjivod with 
Slirwipore stone rbroughout and tlie plinth is St ft. above ground level. 
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Jfoanfiiiff House, Xoniial Sclinol, CoralOiimn 

Tbe boarders are accommodated in five dilFerent UocUrj each block consists o 
-SO ft. bv 12 ft. Ilacli room has accommodation for five boarders so that cach boarder * 
•of 72 superficial feet. Tiie cook bou^-es are eepamte and detached. Each building' i 
lime plasteied'and whitewashed with doors opening on to a vei-andab on one side (th 
‘windows on the other, the roof is of tiles with clerestoiw windows below. 
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]Iig;]icr Grade Training Collca'c, Allalialind. 

This college occupies a good position in the station^ being close to the public park and 
far removed from the city. About ten years ago there were several villages in the neighbourhood, 
but these have gradually been removed, and now there remain only two at the rear of the college 
compound. 

The compound extends to about 36 aci’es. In it are the following buildings : — the Govornment 
high school, the hostel of the school, two college buildings and the college hostel. The high school 
and its hostel are not under the control of the Principal of the college, but the close proximity of 
the high school is a great advantage. The college and high school have sepainte portions of the 
compound allotted to thorn as playing fields. 

Of the college buildings one was "taken over" and the other was built for the piuposes of 
a training college. The former was once the district high school. The plan of it is given in the 
illustration. It is an oblong shaped building about 1 75 ft. long and 60 ft. broad with five class rooms 
each about 19 ft. by 35 ft. by 21 ft., hvo rooms for the staff, a room for lady students, a halbrooni 
also for women students and three godowns. At present there are only three women students, 
The building was built about the yeax 1843 at an estimated cost of Es. 21,905 and was altered in 
1901 at a cost of Rs. 20,985, for the purposes of a training college. , There is a 10 ft. verandah all 
round. This building is suitable for the uses to which it is put. High school classes come to it 
to afford the students practice in teaching. The design — five class rooms being in a row and. 
all opening on the same verandah — ^is well adapted for the supervision of this teaching by tho 
college staff. When classes are not being taught in this building, it is useful in affording a 
number of rooms for " tutorial " work. Each of these class rooms can accommodate 30 students. 

The second building, erected specially for the training college, was built in 1905 at a cost 
of Es. 29,060. Its elevation is shown in the illustration. It consists of four rooms : (] ) 
Principals office 15 ft. by 20 ft. by 20 ft. with a bathroom attached. (2) A clerk^s office adjoining 
the PrincipaUs room. This room is divided into two parts by a screen and the portion to the 
rear of the building is used as a students^ reading room. There is a separate entrance to this 
portion. (3) A teaching theatre. This room measures 50 ft. by 80 ft. by 30 ft. It has a gallery 
3 ft. 7 in. at a height of 10 ft. extending all round. The room is used for criticism and demon- 
stration lessons. On tho floor are 8 dual pattern desks accommodating 32 students. It is 
questionable whether this design of room is the best possible for the observation of teaching. 
The gallery is uuneceesary. Hitherto visits from outside teachers have been few and far between. 
Moreover the piesence of visitors in large numbers would only encourage " display " Icfsojis. Tho 
position of the raised seats behind the-class is not so satisfactory as a position at the side of the 
class ; for observation of the taught is as instructive as observation of the teacher. (4) This rcom 
measures 40 ft. by 30 ft. by 20 ft . ; it is used as a lecture room and examination hall. The whole 
building has a verandah ] 0 ft. 0 in. in wi'Eli eiul the rooms are paved with stone slabs. 

It is proposed to erect a new block whijr will consist of two wrings, the one being a ^ci^iu'e 
laboratory "ndth store room, and the other a-manual in4ruoHou room, with store room. Adjoining 
these rooms there will bt, in the centre of the building, rooms for the science professor .ind* 
manual instructor respectively. Each of these r\^omB will have a bathroom and small work^shop 
attached, and will open diiectly on the coiietpondiug laboratory ani* also on the verandah. Tho 
laboratories ^vill meabure 10 ft. by 30 ft. ami will he fitted up ns model n'hool hiboiatoj ic.?. The 
.ipparatus will he mostly " Iinme made " and in Tpenshr. 

The college hostel consist** of a square couriy.ird bounded on three side? by student ro‘j*n« 
(50), a ad on tho other Ade by a iwreation lomt and reading room. 
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Central Traiuiu{^ Colleg:c, Lahore. 

The exterior of the building with its double entrance and the absence of symmetiy in the 
airangemeut of the rooms show that the pi esent buildings aie the outcome of extensive altemtious 
and additions to a much smaller and more compact structure. 

The oiiginal building extended from the north end of the present block to the porch. It was 
designed to provide accommodation for a training college for secondary school teachers^ a normal 
school foi the training of about 50 primary school teachers and a small practising school 
consisting of four primaiy classes. It contained fouiteeu rooms — five being in the front of the 
building and allotted to the college classes. Three of these still exist on the north side of the' arxjh, 
which opens into the courtyard. The two on the sonth side of the aroh have been converied into 
one. Around the courtyard the other nine rooms of the block were built. The three class rooms 
set apait for the primary classes wer*e on the north side; the three rooms on the west, facing the 
arch, were allotted to the normal school j and the three on the south were used as an office, a staff- 
r*oom and a room for the oriental teacher of the normal school. The five rooms in the front of the 
building set apart for training college cla^^ses comprised a science room fitted with a gallery, a 
narrow badly lighted r*oom in which scientific apparatus was stored, a class room in which the 
vernacular students were taught, a small library, and a room in which the two Anglo-vernacular 
students were iiibtructed together in English and school management. The accommodation was 
not insuflicient when the classes were small and the course of study limited to purely professional 
subjects, but as the number of students increased and the cuniculum was extended, in oider to make 
the training more efficient, the need of additional accommodation became imperative. Nothing 
was however done till 1904*, when, as a result of the Educational coiifcrenco held at Simla under 
Lord Ciuzon, the report ot the UniverBity commission and the decision of the University to institute 
a degree in teaching, it was found impossible to give effect to the recommendations and 
decirions of the Educational authorities without an increase in the accommodation. It was felt 
that if the training was to he in any degree efficient, the course of study must be extended to two 
year^t that if the output was in any degiee to meet the needs of the province, the number of 
student b must be more than doubled ; that if instruction in science was to be practical a moro 
satisfactor}' lecture room and properly equipped science laboratories must be built and that no 
satibfactoiy instruction in drawing could be given till a suitable room for the teaching of the subject 
had been provided. The erection of a normal school and the enlargement of the central model 
school made the transfer of the normal school and primary classes ]x)ssible, and placed the w’hole 
block at the disposal of the college. The rooms thus vacated were however unsuilahle. The class 
rooms were small, badly lighted, and poorly ventilated; and there was no room in the building 
capable of accommodating all ilie students on those occasions when it is dcsiiablu to bring them 
together. Hence the rcconstruclion of the whole building was decided upon. 

As it uas necessan- that tlie rooms set apart for instruction in drawing should have a good north 
light, a drawing-room was built by extending the west and nor-tb walls. The thioe class i-ooms 
fonning the northern sides of the original rectangle were converted into two larger rooms. One 
of the<;o was set apart for instruction in kindergai-ten princijiles and method^! ; tlic other was allotted 
to a section of the senior vei-nacuhir clas^. The three rooms on the western side of the rectangle, 
up to that time used by the normal school, were converted into a large hall and museum. Similaily, 
the three rooms on the soiilh of the original rectangle were converted into one large room — titled 
with a g.'illery and set ap.irl for one section of the junior Anglo-vernacular cla*!s. An effort wa** 
made to make this room a model lecture room. The walls of the room were painted a light greejif 
a large spice in front of the class was fitted with a continuous blackboard, a liinged bhickbwrd 
or containing records of a series of Icbsons wa«; provided, and the room was iurnished with the mo't 
approved *-ingle desks. 
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Bj the extension of the east and west walls of this room in a southerly diroclioii a similar 
a'oom for the other section of the same class vms pro\aded. The furniture is of a less modern type 
and the appearance of the room less attractive. 

To the south of these rooms were built the office, the store room for physical apparatus and the 
physical laboratory. These are in a line with the five original rooms of the training college. On 
the west side and in a line with the hall aud the two class rooms provided for the junior Anglo- 
wei’nacular classes are the science lecture room aud the chemical laboratory. Part of the verandah 
•on the south side of the college has been closed and is used as a workshop — every senior Anglo- 
vernacular student being reqnired to devote two hours a week to manual training. 

Thus the college building is roughly 305 ft, long and 107 ft. wide. It contains 1 Grooms 
exclusive of the workshop ^and the principal's office whicli is over the ainli leading to the couityard. 
'The dimensions of the larger rooms are given below : hall 5G ft. by 37 ft.j drawing room 59 ft. by 
40 ft.; chemical laboratory 60 ft. by 37 ft.; physical laboratory 50 ft. by 30 ft,; J. A. V. class 
rooms 40 ft, by 30 ft. The laboratories are well fitted and furnished— gas and w.iier have been 
laid on and in each 40 students can work at the same time. All the partitions, reageut shelves, 
etc., on the tables, are of glass supported by brass standards, so that while the students are eng^aged 
in their practical work the demonstrator can see every student from any ])art in the room. 

A spacious gymnasium 80 ft. by 40 ft, with an ahundance of light and ventilation has been 
built and equipped in a manner wbicli makes it the best in the province. A covered swimming 
bath CO ft. by 30 ft. with a 10 ft. verandah all round, has also been constructed for the use of the 
students. 

The boarding house attached to the college has accommodation for 200 students and all are 
expected to reside there while undergoing a coni-se of training. It consists of a number of bairaeks 
radiating from an octagon, whicli contains two tennis courts. Each b<arrack is 100 ft. long 
and IG ft. wide, and accominodates 24 students. Round the walls of the octagon runs a 
balcony by which the superintendent may inspect any barracK at any time without dWurbing tbe 
students. 

The coat of the buildings was as follows : — original college block 11s. 15,000 ; additions and 
■alterations Rs. 01,955 ; boarding bouse Rs, 51,94G; gymnasium Rs. 10,200 ; swimming bath 
Rs. 12,307. 
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Tlic Konual School, Lnhorc. 

The thcee bstitutions, the Central Training College, the Normal School, and th& 
Central Model School (the practising school common to both the insfitnfjonfi) Trith their hoarding 
houses, Itto playgrounds, mvimming hath and gymnasimn, occupy on area of about 15 acres 
enclosed on all sides by a piieia boundary wall. The compound is practically rectangular 
in shape, and is surrounded on the four sides by the Rai Alela Ram mills, the PriucipaFs 
bungalow, the district court and the police guaid, but well separated from them by public 
roads. The normal school is on the east, the Lou*er Mall separating it from the police guard. 
The building was specially built for this institution at a cost of about Rs. 58,000 and was 
completed in October 190i, when the school (formally held in three rooms of the old Central 
Training College building) was tiansferred to it. The main building of the school measures 
110 ft. hr 100 ft. covering an area of 1^,515 fiq[. ft. [including the portico on the east) and 
consists of a spacious central ball 63 ft. by 38 ft, by SO ft. with three class rooms (each measuring 
about 24 by 20 by 18 ft.) on the north and two rooms each 30 by 20 by 18 ft, on tlw 
south. Each of the rooms has almiiahs fised in the walls to provide accommodation for the apparatus 
in use in the school On the east the entrance lobby leads into the library and the heainaster’s 
room on the left and the school museum <m the right. These rooms are also provided with almlral. 
like the class rooms. A verandah *16 ft. wide and 12 ft. high runs round the entire building. 
The plinth is 2 ft. high, and is of pveh brick. The loof is supported on steel girders and 
wooden ioists. The hall is used for* model dianing and examination puiposes, The room set 
apart for drawing purposes does notjaSord suSicieat accommodation for model drawing which 
is, therefore, done in the central hall. ^ ' 

Good ventilation has been provided tliioughout by means of a number of large doors, windows 
and ventilators. Tlie student* ure a pVrtion bf the playground of the central model school. 

» i. 
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Govcrmiicut Vernacular \onual and Practising School, Toiingoo. 

The normal scliool is a one stoi-ey building of brick 48 ft. long with a G ft. 0 in. verandah 
Tunning round it on all sides. It is in shape like the letter H, the central bar consisting of an 
•examination liall 42 ft. by 24 ft. and a room 15 ft. by 24 ft.^ which is ordinarily divided into 
two at the eastern end. The legs of the H each consist of two rooms 24 ft, by 18 ft. The 
Luilding has a double roof, being provided with a llangalore tile roof ceiled underneath. The 
veiandah is roofed over^ the eaves projecting 17 ft. over the coping and so affording protection 
from the smi at one season and the rain at anothei*. 

The whole is raised on a plinth of 2 ft. filled in with sand with a top dressing of concrete 

and cement. 

The building is well ventHated by doors and windows and above the level of the verandah 
eaves iTO ventilating revolving windows. The double roof affords additional ventilation. 

The rooms in the western leg of the H are, on the south, the slojd class room and, on the 
north, the headmasteris oflBce. The slojd apparatus (tools, etc.) is kept in one of the small rooms 
east of the oxatniualion hall. The other small room is used as a masters^ common room. 

The number of students now attending is 2G, the njaximum being 3C — 12 in each year, 
This refem to stipendiary students only. The number of non-stipendiary students might equal 
the stipendiary class without causing overcrowding. The examination hall can seat 100 students. 
'This hall is well lighted by doors and windows on either side. Dual desks udth iron standards 
madein the local jail are used hei’e. In the other class rooms desks 8 ft. in length with iron 
standai*ds to seat three pupils are still in use. These will, however, be replaced by dual desks 
•of European manufacture. 
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Tniuilig !!»chool Hostel, Silcliar. 

This hostel is intended to accommodate the vernacular teachers and candidates studying in the 
training school. It consists of four blocks, each 80 ft. by IS ft. and each provided with a detached 
cook house. These blocks are occupied by (1) high caste Hindus, (3) low caste Hindus, (.3) 
!Muliammadnns, and (d) i^Ianipuris. 

.* 'Each block 18 divided by partition walls into eight rooms, each of which is IS ft; by 10 ft. 
and accommodates three boarders. There is thus room for 90 boarders. Each room has a* door and 
two windows. Light and ycnlllation arc sufficient. 

The plinth is of mud and two feet high. The walls (9 ft.) are of eha, sol in grooved battens 
plastered with mud and- \Ylutewasbed. As is usual in Assam buildings these ^valls have ,nDsti*nr- 
lural function, but are mere panels set into a frame (in this case, of timber) designed to withstand 
earthquake shocks. The roof is of biimhoo shingles. This consists of slabs of split bamboos, about 
a foot in lengthy ai^rangediir layers* on a framew'ork of wood and bamboo. The supennteiidcnt 
reports that this roof affords full protection fi’om heat and rain; and it is said to last some & or 
lU years. There aro dormer ^vlndows lot into the-root which serve to improve ventilation. 

Besides cook houses !ind offices, the compound, which is about 3 acres in extent, contains a 
liouBO for tbfi superintendent of the training seboo^,. 

A hostel of this type has the advantages of being easily and cheaply constructed — in this case, 
the total cost including outhouses and the residence of the superintending teacher having been onlv 
Es. 11,000. 
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Training: Insfitiition, Jublmlpore, and tlic Model Higli and Vernacular Middle Scliools 

attached to it. 

This institution consists of four departments under the supervision of the Superintendent, 
Training Institution, Jubbiilpore. They are — (1) the English department, called the secondary 
and collegiate grade for the tiaining of teachers for high and middle schools in the Central 
Provinces and Berar ; (2) the primary grade department for the training of teachers for Hindi 
primary and middle schools; (3) model high school Tvhich serves as a model English school 
and a practising ground for students in the English department Ho. 1 ; (I-) model vernacular 
middle school which serves as a model vernacular school and a practising ground for students in the 
primaiy grade department Ho. 3. 

There is no separate building for the English or the secondary and collegiate department at 
present and the classes meet wherever thei'e is any room in the building in which the primaiy 
department meets. But a new building has already been sanctioned for that department and it is 
expected tbat ere long suitable accommodation will be provided for this depaifc nent also. 

The three buildings face towards the south and there is an open piece of ground in front of them 
where students of several local schools are allowed by turns by the Field Game: Association to play 
cricket and football matches. At the back are the mess rooms for the boarders and on the west 
are doi*mitories for about 120 students of the primnay department. At the northern end of the 
hostel is the house of the resident master which, to suit the conveniciice of an Indian olBcer, is 
walled on every side. The primary department of the institution, which was formerly designated 
the Male Noimal School, Jubbulporc, has been in existence heie, llmugb not in the same locality, 
for nearly 45 years. The collegiate and secondary department was transferred from Nagpur to 
Jubbulpore in January and both were brought to the piosent buildings in IDOt. The model 
high school is of later growth Formerly iheio was only an English practising school which 
consisted of a few classes and a small number of boys without a staff and was managed by the 
teachers under training. It gradually became larger and larger till it was made a high sebool in 
1905 with a separate staff, 

The vernacular model school was also raised to the status of the iiresent standaid, i.e,, vernacular 
middle, in 1007. ' '' 

Jubbulpore is a convenient cer tie as a training ground for teachers hi these piovinces, for it has 
a healthy and temperate climate, being about ft. above the sea-level, in the basin of the river 
Herbudda. It is suj rounded on :ilmO‘<t : 11 sides by hills, on the south and west by spurs from the 
Satpura Hills and on the north by the off-*lioot * of the Vindhya range. 

The main building consists of four edass rooms 22^ ft. by 10 ft. each and a drawing hall 
42 ft, by 16 ft., a library and ofilco room 25 ft. by 10 ft. and a retiring room for the superin- 
tendent ]G ft. by 30 ft. It has already been observed that theie is no special room for the classes 
belonging to the socoiulnry and collegiate grade which at present meet in any one of the rooms 
which happens to bo vacant. Studei ts ara sD.a<cd in four or five rows one after another as in a 
gallery room. Er 'i row accommo(l:iK“; seven or eight boys. The desks are long, 11 ft. as a rule, 
with benches equally long and one set of benches and desire suffices for a row. Gangways ft. 
broad are left on both the sides of! the room. In the drawing room a small desk and a stool are 
allowed to each student and sonic six students aio scaicJ hi each row with a gangway in the middle. 

The model high school building ball 34 ft. by 17 ft. in, the centre, four rooms IS ft, 

by 10 ft. c.‘cli, two on each side of th*. hall s.nd an oflicc 12 ft. by 17 ft. at the back. Here too the 
students are provhh-d vith d^sks and h* nchc'., but the seals are arranged .in a different order. They 
are placed in rows out' aft< ; ai/jihei but uhh .r gangway in the middle; six desks are provided for 
each room, two L»r ' ' row :ind four bojs U't allowed to sit on one bench, and so no more than 
24" can accoir,*^’ ’ • i in 

, Tlie modtl ah *• r ’ bier rooms 40 ft. by lu ft., oue in the middle and tho 

other two 9 of ^ '' classes, and the whole huildiug is 

’ ‘’i each room. 

-% . fin. 50,*fvjv."'.v ' ' ’ 

w -3 
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Gorcnuueiit Training School for.llistresses^ CoiiubatoR 

TLe scLool, built m 1904-, is a single storeyed building facing south, and has a facade of 15^7^ ft. 
It is a spacious building consisting of four rooms with a main central hall. It is built in brick j 
the roof, which is trussed, consists of Sfangaloie tiles laid on fiat tileg. The roof of the verandah is 
a pent one, earned on wooden posts. The flooring consists of Cuddapah slabs, a floor that is both 
clean and cool, and at the same time wears well. 

A verandah 10 ft. wide runs all round the school. It is 9 ft. 6 in. high at its lower edge and 
rises at its highest point to 13 ft. 

The main hall is 50 by 25 by 22 J ft. high, and the other four rooms, wHch are symmetii- 
calh* Bitnated with regard to the central hall, from which they are accessible, have each a floor area 
25 ft. square. 

The lighting is mostly through the doors which have glazed heads to them, and through a 
large dormer window in the main room. The building is well ventilated. 

The main hall comprises more than one half the building and is used as a class room for the 
'Students in training, as well as for the morning and evening assemblies and drills. 

The other four rooms are reserved for the junior students and each of them accommodates two 
classes. 

At the back of the school are the tiffin sheds, recently constmeted, for the use of the caste and 
^Native Christian pupils. 

There is a compound all round the building enclosed by a brick wall C ft. high. The 
compound, which is not a vei'v spacious one owing to the central j>osition of the building audio 
the locality in which it is situated, does not allow sufficient accommodation for the 

students. Another inconvenience that is felt ouing to the close proximity of the building to the 
compoQiid wall, is that street noises are not altogether inaudible within the school. 

The 'water difficulty universally experienced tbronghont Coimbatore is also present 'here. As 
no supply is laid on to the school, water has to he-r>bt'rined from n considerable distance daily and 
brought to the school in ^Yate^ carts. < 

A small but ambitious museum adorns one corner of the main room and, owing to the endea- 
vours that are made by all to augment it with Bm,ill contributions, it promises soon to be (,nite an 
interesting feature of the school. • - , 

•* The building was constructed by the Public Works Department and designed by Mr, G. S. 
JlarriSj the late Consulting Architect to the Government of Afadras. ; 

^ The total cost of erection, including the outlay made in purchasing the rite, was Us. 48,579, 
while Ihe amount expended on class furniture utis Rs. 1,200, ontto'^^rmetbing 

like 4 ‘47 c. ft. gross volume per rupee, or r,>.oiit Ri. 3-15-4 per sqiniP fop plinth are.''^ - ' 
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American Mission Girls’ Training and High School, Madura. 

This institution is located in a building specially bmlt under the supervision of the Grovern- 
ment engineer at a cost of Rs. 59^000. The foundation stone ym laid by .His Excellency 
Baron Ampthill, Gr.C.IJS,, Governor of Madias, in March ,5th, 1902. The building "was completed 
and the 'School was tiansfeiTed in January 1904 from the east gate to the present locality 
which was then given the name of Mangalapuram. The , compound comprises an area .of 10*87 
acres. The site is well separated from the crowded part of the town and fresh breezes blow from 
across the cocoanut topes near ‘the hanks of the river Vaigai. 

The school is a two storeyed building facing north. In the centre is a spacious hall 70 ft, by 
’28 ft. by 17 ft. used for general meetings and examination purposes. It is also divided by two 
•rolling paititions (costing Rs,' 750 each) into three rooms used by the training 'classes. On each 
side of the hall there are Wo rooms, of which three are used as class rooms for lower secondary 
•classes and one on the eastern side as a library and reading room. ' Each room is IS ft. by 16 ft, ^ by 
32 ft. In the ‘ eastern \ving there are 'five rooms, of which the three middle rooms are used for 
high school classes, the northern end room for the science class, and the other 'room as an office. 
In the western wing there ai'e four room^ which are used for classes of the model school. 

The second storey has a large room 70 ft. by 28 ft, by 12 ft. 6 in. used as dormitory at night 
•and for needlework classes by day, and 10 rooms of which two are used for class rooms and the 
other rooms for the lodging of students and school nuscresses. - 

There are verandahs about 10 ft. wide all around the ground and first floor of the building, 

The basement is more than 8 ft. deep, of di:e.-ised stone worlc and the walls are of brick and 
ehunam. * ' 

The roof of the main portion of the huildin; 2 'jis of flat terracing supported on steel girders and* 
wooden .joists. 'The luofs of the wing? are of tiled work. Good ventilation and lighting have- 
been secured by means of doom, windows and vcnlila^omi ’ . • 
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TJic Pwctisiiijr sclionl altaclicd to the JlalialaMiii TDinlnj: Colirgo for Womrn, AInnedabad. 

The piactising school if eituatcil to the fouUi of Ihe college buildmgs in grounds measuring 
6,2 M sq. yds., ncquirod at a cost of Its. 10, CSC niul is ivniled olT from the college grounds. 

The building was completed in loos at a cost of IK '2], 260, excluding the cost of the site 
It is siiglc sUr(}i'd and arranged in an K shaped bM: with nn S ft. verandah all round. The 
central block 4S ft. by 20 ft, on the inside is divided by a partition wall into a kindergarten hall 
65 It. by soft. nndanoilico]2fi. br20f(. fortliclK*.idnusior. The two wings, cast and west 
each consist of tlnco class rooms, one 16 ft. by 20 ft. and tl.e two others 20 ft. by 18 ft. 

The pciiool is built with biick and lime having a plii.tli 4 ft. high, The height of the central 
hall is 10 ft. ami that of the wings 14 ft, up tobottjm oFtie beams. The floor of the uings, 
huadmastci^F ollicc and verandah is of IJ ft, Tandoor slabs laid diagonally over a 6 ft. concrete 
bed. That of the kindergarten hall is planked 'with teak p’aiikslj in, thick. The roof over the 
main building is Mangalore tiled with cut teak Initses, cut leak putliiis and J in. teak boarding, 
wbilo the vcrandali roof is Mangalore tiled with teak jaftcr; and battens, witbonfc boarding. 

Thcsmallcstofthclhiccioomsintbcwcstcrn wing, opening out of the kindergarten hall, is 
used as llic infant class room and is furnished with a gallery of two tiers along the west side. Of 
tIic other two looms in ibis wing, one is used ns the second standard clues room and is provided witli 
five benches placed in lines along the west side of the loom, .nnd the other is the fourth standard 
luom and contains six Osborne desks placed tno abreast on the south side. This room is also used 
for ropy-u I iting by then hole practising school, as it is the only room provided with desks. Of 
rhe looms in the east wing, the one opposite the infant cluhS loom is used for the first standard, 
nnd is lire t he infant class, provided with a gnlleiTof two tiois along the east side. The other 
two ivoms in lliia wing arc used as the third sfandard nnd dmwing rooms. The third sla'ndard 
room conlaiiK four benches placed in lines along the cast side, while the drawing room is furnished 
willi live dtek*** atiangcd in Hues facing noitli wards. The central hall is used for most of the drill 
and for kinfieigarlcn classes and when not so occupied forms Ihe fifth* standard class room, the 
children being accommodated on galleries of three tiers at the south end of the loom. All the 
rooms aiD piovided with wall cupboards, and all with the exception of the hall, infant and first 
Eiandaid rooms, have wall blackboards— in these latter houever there is no snitublc wall accommoda- 
tion. 

Tart of the Terandah on (lie south side is trollisofl oil; to form a wuler room, and is provided 
with a water tap and a raised platform -for the water pots. 
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Hostel for the Female Jfoniial School, Amraotl. 

This instituliou is located in a liue o^tcu and well drained locality souih-woat of the Ammoti 
■camp. The hostel comprises the follomug hnildmgs — main building, containing a library 30 ft. 
by IG ft., three dormitories 31 i ft. by IG ft. for 30 students and quaite for the matron j block of 
three bath rooms ; infirmaiy IG ft. hj* 10 ft. ; block containing llirce Idtchens for Christians and 
high and low caste Hindoos ; with water, dining, lamp and store rooms; common latiine of seven 
•compartments. 

These buildings ait? in a quadinngnlar form measuring 151 ft. 9 in. by 115 ft. 9 in, external 
measurements. 

The hostel for married women is quite seiiarale feom the above and contains accommodation 
for six, each having a bath and cook room attached with a common latrine of three compartments. 
This building measures G3 ft, in. by ft. 9 in. externally. 

The two liostels together Avith the lady superintendent's bungjilow and outhouses .are situated 
■on a plot acies in extent with wire fencing all round. 

A Avell in the compound provides for an independent water supply. 

The hostels were completed in the year 1907 at an approximate cost of Rs. 25,000 and the 
well in 1908 at a cost of Rs. 1,100 appi-oximately. These amounts exclude the cost of lady superiii- 
Icndenfs quarters and the wire fencing. The normal school is built in the suburbs of the city at a 
•distance of about 1^ miles. 
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JtnlhvnyTeclniK^al Mclioo], Laliim;, 

As a re«iulfc of the rosolntiou pas^eil by ihe ailvisory conimit<<ic on to<;linical education appointed 
^)y the Governmciitj ilic niilway iccimlcal scliool was opened in Pebrnavy ISSt) behind the gcucinl 
jpaihvay stores and remained tlicre for about thi'ce monllis. lleanwhile iron sheds were erected 
jind for about tlivec 3 'cars classes were licld in them* TIic^c uvrnngemcnts wore found unsatis- 
factory and it was decided to erect a ])roper sciiool build! tig. The work was entrusted to the railway 
•and Rs. 10,000 was provided. Tiic work was badl\* done and was described as cheap and nasty. 
It M’as then decided to cicct a permanent bnilding and entrust the work to the rjiilwav. The 
total cost came up to Us. but tln'« was reduced by making over the temporary' school 

to the railway at a valuation of Us. 0,700. In January ISOZ the present permises were occupied. 

Jn 190Z-00, 11 nmcliino room, a room for wood turning* and a godown wei'C provided. In 
1000-07 four new rooms were erect c<l. 'Plie Public 'Works Department register sliowa that the 
total cost on the buildings, etc,, up to date has been Us. I,ir),ri 20 . 

Tiio school consists of 1111*00 barracks and a godown. The roofs arc sloping, slate-coloured, 
4\nd the temperature under the roof in the Jiofc season is sometimes nnsuitahlo to the kind of work 
to be done in them, hut good light and ventiiiilion Iiave liceii proviilcd. The isolated position of 
the barracks thoiigli making the snjicrvi^ion diflicnit is advantageons so far ns iJiR noise of the 
■workshops does not in any way disturb (he workers in the otlicr rooms. 

Ihirrack No. 1 facing the railway' station consists of oilicc, show room, room for kcc]>ing scicnco 
-apparatus and science roam, eacli measuring lb ft. by 2 1 ft, 'J’he Rcicucc room has a gjillcry 
(which can aecommotlafc *19 hovh) wifli a lohlo for scicMice e\perimctits in fmnt. There is a 
drawing mom 5 1 ft . by *20 ft. having space for 60 boy*, for loacliing freehand and geometrical 
drawings. Tlicru arc also two (oa'diing rooms and one for drawing (for elementary work) each 
mKisnring IS ft. I 13 ' 21 ft. accommodating oO boys; and :i drawing room II i ft, iiySlft. 
(divided into two equal ]H>itions for model and scale drawings). The front verandah of (ho model 
draudng room Is tiscil for kcVipirig <dd j^irts of macliineh* given by the railway*. 

The godown 00 ft. by 20 ft. on tlie north (in line with the servants' ipmrf^w) is divided into 
two equal jiorlions, one of wliie)! is occupied by llio school for tlie blind. 

Uariii<*k ICo. H .sonlh <‘onsists three bjg iooms, eaeli being divide<l into two rooms bv 
sliding glazed partitions. liiuih of Ibe ibree small rooms measuring 22 J ft. by 20 ft. acconimo- 
•dates yo boj'S, ’while each of bigger ones OIJ ft. h}- 20 ft. Ims room for 10 Iiovb. This barrack 
is used for general education. 

llaimck No, 111 west has four rooms. The 2nd ami iJrd wood-working masters have rooms 
of 60 ft. by 20 ft. andGd'fl. by 20 ft. diinoiision.s accominodating 60 and 66 boy»« rcspcvtively : 
Avhlle flie Isir wood-working rnastei\s KKim 51 ft. by 20 ft. can accoiiimodato 65 boys. The room 
fonvood turning 18 ft. by 20 fl, has space for jho lathes of ID boys and is rather sinall for the 
grawing mimhew. The fourth room measuring 5 1 ft. Iiy 20 ft. having provision for 25 chihUvn 
is occupied h}' the 2 ml iron-working master; while the shed at the back : 1 D fl. by 60 ft. having 
space for the. working of 15 boys isJittcd\Wth forges, etc., and imindor the chiirgo of the 1st 
iron-working masler. In Diis barrack the boys work on carpenter's and smith's benches and the 
teacher 1 ms hU tnhlo in the middle of ih'c room. 

Tlie soliool lias no' playgi'omJil of its owii bat one just at (ho back of the barrack No. Ill has 
-beon kindly lent by the railway.' 

The buildings aro at the distance of a qnailor of an lionr's walk froiii (he niil way workshops 
for wliicli hoys in this school are clucfly prepared. 
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Knllway TcclnikMl .scliool, lialiorr. 

As a i‘C‘!alfc oE the resolution p.vKed by Uio advisory comniitteo on tc(‘liiiic;tl education appointed 
% the Government, iho railway lochnioal school >vas o]»ened in Pcbjiiary 1SS9 behind the general 
railwiy fitorC'; and remained there for about IhiTD months. Meanwhile iron sheds were erected 
4iiid for aljout three years classc*? were held in thorn. These aviangcmcnts were found unsatis- 
factory and it was decided to ei-cct a proper school huilding. The work was cntnisted to the railway 
■and Hs, 10,000 was provided. The work was hiidly done and wis <h\scribo(l ns cheap find iiasiy. 
It wsis then decided to ciccl a permanent Imildiug and cniriisl the work to the railwa\*. The 
total cost came up to Its. 4."), 4*20, hut this was reduced by making over the iemporjiry school 
to (ho laihvay at a valuation of ]?s. .1,700. In .Taimary 1S02 the picsent pormiscs were occupied. 

In 1002-00, a machine r«o»n, a room for wood Inrniug and a godown were provided. In 
JOOC-07 four new rooms were orocleil The Puhlie AVorks Deimrlmcnl register shows that tlic 
total cost on the buildings, ote., up to ilalc has been lU. ],i.Vi2(}. 

The school consipts of throe barracks and a godown. The roofs nro sloping, slatc-eolonrcd, 
4Uid the tcnjpemfiire under the roof in flic hot season is sometimes unFiulnhlo to the kind of work 
to he done in them, but gwd light and vcntilnlion Imvo 1>ce]i provided. Tim i.sohitcd |>osition of 
the barraeks though making the Fii|H*iwision dillicult is advantageous so far as the noise of llio 
avorksljops docs not in any way dislnrh the Avorkers in the other rooms. 

Barrack Xo. I faring the railway station consi‘»ts of show room, room fov kivpiiig srioneo 
.apparatus and srienre room, caeh measuring ft. 113' 2 1 ft. The srlenre room has a gallery 
(whirli can aceomniodnie Hi hovh) with a lalile for scienrt* evperiments in front. There is .a 
drowing rf>om 51 ft. by 20 ft. having spare for Td) boys for t»'a riling freehand and geometrical 
drawings. Thero are also two tca>*Inng rooiiK and one for drawing (for elementary work) caeh 
mc:isuriiig lb ft, by Cl ft. jiceomnuidating ot) boys: and n dniwliur room 114 ft, bv2l ft. 
(divided into two cijonl poitious for model and scale drawings), ’J'ln* front vemndah i»f the model 
dm wing room is u-cd for ktil‘))ing old ]>iirU of marliinrfy given by ibo rinlwav. 

The godown 00 ft, b\* 20 ft. on llie noHli (in line with the servants’ (|uarf»rs) is divided into 
two e.pial ])Ovlions, one of Avinrh is occujiied bv the sclipol for tiu* blind. 

Barmck No. II soiitli eonsipts of tliiee big rooms, rMch being divided into two nvnns by 
sliiling glazed partitions. Kach of (ho throe hinall rooms measuring 22^ ft. hv 2U ft. arcommo- 
•dates .‘JO ho\*f?, Avliilo each of bigger ones JJl-J ft. bj* 2(1 ft. Iuk iviom for -10 boys. This bnrroek 
.is used for goitral education. 

BaiT.ack No. II] Ave.st* has four rooms. The 2nd and JJrd wood-Avorking masters have rooms 
of 50 ft. by 20 ft. and 01 ft. liy 20 fi. diiuoiisinns neeominodating 50 and 50 boys resjuvlivcly : 
-while the Isi Avood-worklng mastev% room 01 ft, by 20 ft, can accommodate 50 boys. The room 
for AA'ood turning 18 ft. by 20 ft, has sjKtco for the lathes of 1(1 boys and is rather small for tho 
growing immhors. The fourth room measuring 51- ft. by 20 ft, having provision for 25 children 
Js occupied by the 2iid iron-working miistcr; while Uio shed at tho Lick .Ki ft. by 50 ft. having 
space for the working of 15 hoys is , fitted with forges, etc., and is mulcr the chnrgo of the 1st 
iron-working luufifer; lii UiIb ^hariMck the Imys work tm carpontor’s and smitlPs heuchos and tho 
teacher has his table in the midillo of the room. 

hack of tho barrack No. Ill has 

been kindly lent by tho milway 

The buildings aro at the diskince of a r|uarter of an hour’ji ivulk fiv»,u the rjiil way workshops 
for Avliicli hoys in thie school nro chiefly jircparwl, 
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Tietorla Jnl>ilec Institute (Central llnscnm). Lahore. 


This bnilding owes its origin to thelliberalitr of the public who raised the funds to commenio- 
rate the Jubilee of Her Late ^ilajestr, Queen Yictoiia, Empress of India. The foundation stone 
of thi*? building was laid by His Boyal Highness Prince Albert Victor in 1890. It was opened 
to tbe public in ] 892. The opening ceremony was performed by Sir Dennis Eitzpatriok, Lieutenant- 
Governor, and in connection with it, an eschibition was held in 1893. 

The institute contains a museum and a lecture hall, facing north, with a frontage 830 ft. long, 
and is situated alongside the School of Art and separated from it by a carriage portico, wliich serresr 
for both. It has a marble entrance double storeyed with a cloak room on each side. The flooring 
is also of marble and it is surmounted by turrets with lanterns covered by domes. The steps lead- 
ing to it are also of white marble and tbe ceiling is of carved deodar panels in geometrical pattern. 
There are two staircases, one on each side of the entrance door which open into the galleries and 
on to the roofs. The vestibule is three storeyed, with galleries, the railings of which are of wooden 
geometrical pattern (pinira work). The vestibule is crowned with a dome with a lantern on the 
top. In the inside the vestibule is decorated with pendants in plaster work (galnbkari work) and 
painted in oil colours. It has a pinnacle 70 ft. high from the plinth. In the entrance hall are- 
exhibited specimens of fine arts and it is decorated on the south by oil paintings of the Mughal 
style. Irom this open ont two archways adorned with works in plaster of Paris with peacocks on 
the top. These archways lead into two rooms, one for raw predncts and the other for works of art 
and manufacfcuies. The cejitre portion of the loom where tbe raw products are exhibited has a 
marble floor of geometrical pattern and tbe rest of tbe room is floored with Taitaki stone slabs. 

The saw-tooth roof of tbe building is supported on cast iron columns. The lighting of the- 
rooms is principally derived from nine large windows facing north and placed G ft. above the plinth. 

On the east there is a similar room for arts and manufactures which leads into the scnlpiuTe 

^ ery by an archway decorated with work in plaster of Paris. A librarv and an office terminate 
tbe bmldtng on the east. 


The plinth area of the building is 37,500 sq. ft. and the cost about Rs. 5 per square foot. It 
following dimensions Entrance hall 9S ft. by 40 ft., vestibule 20 ft. br 

ini ft., sculpture 30 ft. bv 

office and hbraiT 60 ft. by 28 ft. by 25 ft., each cloak room 20 ft. by Ilk br IS ft. The Wo 
looms pven np to the School of Art for repoosse and blacksmith classes are 18 ft. hr 80 ft. br 25 ft. 
m T ^ % 4^0 ft. with a TTooden gallery, entrance to which is hr a 

.lidfls > 1 ° 1 f * * entrance hall. To the west of this hall is a room set apart for storing' 
slides and for the preparation of gas for the working of the lantern. 

•i bnilding is commodious, well-lighted and ventilated and an ornament to the- 

isSrronnrW f Bs- ^SS and 

IS siirrouiuled by a well laid ont garden. 
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The Tictoria Diaiuonil Jnbilce Hindu Teclmical Institute, ialiOTC. 

This institute is located in buildings specially built for it at a cost of Ss. 4ft;100by the 
public funds, and special grants by the Punjab Government. 

The foundation stone of the main building, which is most conveniently situated, being quite 
close to the railway station and not far from the city of Lahore, was laid by His Honour Sir W. 
Hackworth Young, K.C.S.L, Lieutenant-Governor of the Punjab, in the year 1900, and the build- 
ing was completed and opened in 1902. The main building measures about 178 ft. by 96 ft. and 
consists of a hall about 50 ft. by 30 ft, used for lecture and examination purposes. There are two 
wings, one to the cast and the other to the west of the hall. The wing to the east consists of two 
rooms measuiing respectively 22- ft. by 20 ft. and 46 ft. by 20 ft., one used for lectures and the 
other for the working of the carpentry class. The wing to the west of the hall has also two rooms 
measuring 22 ft. by 20 ft. and 40 ft. by 20 ft., one used as the office of the principal and library, 
while half of the otlier room is used for lectures and the other half as office of the school and the 
managing committee, the division being made by a wooden partition. There is a verandah at the 
back only, about 12 ft. wide, with two rooms on both sides of the hall each about 12 ft by 12 ft. by 
1C ft,, one of them being used as dark room for pliotograpbic work and the other ns a store room. 
There are two more rooms jiear the main entrance opposite to each other, each abont 10 ft. by / \ ft., 
one is used as store room and the other as bathroom for the principal. The basement of the mam 
building is more than 2 ft. high in the front and about 1 ft, at the back. The walls are all of ^ucha, 
bricks and the floor is iKived. The roof, which is of fiat terracing lJu-oughout, is supported on steel 
girders and wooden joists. On the wliolc^tlie institute commands a good view, facing both north 
and south, and has its main entmnee ndth a carriage portico on the noi'th. ^ Good ventilation and 
light have been provided throughout, by means of a number of lai-ge doors, windows and ventilators. 
Owing to want of funds, the lowers upon the main entrance have not yet been built. 

Tlicre is also a building measuring about 1*J J ft. by 70 ft. for the machine, smithy and foundry 
shops respectively, towards the west of the main building. The macliine shop consists of three rooms, 

the large room, measuring about 40 ft. by 25 £1. being used for the working of different kinds 
of machinery, and the two smaller oncjj, each respectively about 2a ft. by 23 ft. and 15 ft. by 12 ft, 
at both ends of the big room, arc used as engine rooms, one for the oil engine, and the other 
for a steam engine. The smithy, measuring about 110 ft, by IS ft., is located next to the steam 
engine room, and a room at the end of the .sontherji side, about 18 ft. by IG ft., is used for smithy 
and fitting puiposes, and the boiler is also placed in it. The big i-oom of the machine shop is covered 
with tiles, .and the roofs of the other two rooms at both ends of the machine shop, and that of the 
smithy, which arc of fiat tenacing, ai-c supported on .steel girders and wooden joists. The foundry, 
measuring 6.5 ft. by 30 ft., is next to the smitiiy. The roof of this is covered ^rith corrugated iron 
sheets, and is supported on iron trusses. In front of the smithy and foundry there is a compound 
measuring 102 ft. by 55 ft. In Iho middle of this there is a tank measuring about 24 ft. by 14 ft. 
by 10 ft, deep and a well about 10 ft, deep and 7 ft. in diameter which .supplies water to the steam 
engine. 

Towards the east of the main building, at a distance of .about UO ft., there is a boarding house 
which consists of 16 rooms, each about 20 ft. by 12 ft. by 14 ft. Of these, 11 arc occupied by 
44 students and five are used as quarters for menial servants. Towards Ibo south of the boarding 
house there are four more quarters for the sweeper, gardener, etc. The roofs of these rooms and 
quarter.^, which aro of flat terracing, are supported on stcol girders and wooden joists. There is also 
a ground, measuring about 300 ft. by *,60 ft., in the rear of the main building towards the south, 
which is used for sports. 
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llisannllali Scbool of En^neciiu^) Baccft. 

The building iu which the school is located is situated on the Kamna to the north of Dacca 
proper. The building has been specially constructed for this institution by Government at a cost 
of about R». 86,372 and was completed in Ibc latter part of the year 1908 and taken over by the 
educational authorities in November of the same year. ’ The locality is free from the bustle of the 
bazaar. The school shares its compound and playground with the Dacca college, a Bne group of 
buildings in the Saracenic style. The compound is spacious and is surronnded by a wall with 
0 ft, iron railing hwdered on the east and north by the main roads of the new civil station, which is 
just now under construction and with the fine new Government House to the north separated from 
the school building by a 9G foot road. 

The building is double storeyed with two projecting uings on east aud west measuring sdiout 
SO ft. by 15 ft. each. The whole building is about 180 ft. long and 80 ft. broad. 

The lower storey consists of four eqnal;sized rooms in the two wings measuring about 3i ft. 
by 23 ft. each, two of which are nscd as class rooms with seats for about CO students, oue as a 
science laboratory and the other as mecbanical laboratory and model room. In addition to these, 
there are seven other rooms, three of which, eaobmcasuriug about 35 ft. by 33 ft, aie used as office, 
Ubrary and common room for students and teachers respectively. The reramuing four, being 
smaller, are utilised as headmaster's office, head clerk's office and store rooms for survey 
instruments, etc. 

The upperstorey, which is at a height of IG ft. above the lower, consists of two rooms in each of 
the two wings, measuring 34 ft, 6 in» by 33 ft., and two spacious balls which measure 37 ft. 54 in, 
by 35 ft. The rooms in the wings are used as class rooms with aiiangement of seats for 80 students 
in each, the two halls being used for drawing looms and for examination purposes. 

The building has terraced roofing and terraced aud the roof is supported on steel joists 

and tees. There are 10 ft. verandahs in both storeys to front and rear. * 

The class rooms in the wings of the school building are all well lit, being provided uith four 
3 ft. by 7 ft 6 in. windows each. The latter are double, Venetian and glass,* so that even on a 
rainy day, there is no trouble about light. The distance firom floor to sill is 3 ft, 4 in. and fi«m 
Iratel to cdling 6 ft. 3 in. in every case. The rooms in the centre of the building are not satis- 
factoiy for they are shut in on two sides and the other two are obscured by 9 ft. verandahs; 
the only light, therefore, is that which passes through the 7 ft. 4 in. by 8 ft. 10 in. I door openings, 
which are spaced 15 ft. apart, centre to centre. The rooms ate, however, very cool. The 
bnildmg, from its cousiiuction, is moro or less fireproof and water could he taken from a tank at a 
distance of 30 ft. in case of emergency. No special arrangements have, therefore, been made for 
fire prevention. 

The outside appearance of the building, which is of pointed brickwork, relieved here and there 
by plaster and by a sboja cornice which runs completely round it at the first floor ceiling level, is 
much enhanced by the presence of protected balconies with pierced stone railings arranged symme- 
trically about a large dome-surmounted balcony in the centre of the north frontage. 

The drainage of the compound has been carefully worked out and wfil ehortly be completed, 
whilst all buildings are surrounded by good pueh drains, ^vluoh with the 8 ft. plinths have 
ensured good dry ground floors. 

Attached to the school is a single storeyed hostel forming a quadrangle surrounded on three 
sides by baxracb and on the fourth by quarters for two Ini^n superintendeufs. There are 3G 
rooms 19 ft. 10 iu. by 18 ft. 10 in, to accommodate four boys in each and two 10 ft, by 7 ft. for 
two bop each. 

The hostel barracks are long uniform braidings, the height from floor to ceiling being 14 
Grated windows face outn-ards aud, inside, overlooking the quadrangle, are C ft. verandahs. 
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The south side of the quadrangle is shut in by two double storeyed superintendents* houses 
Tphich stretch, with their servants* quai’ters, from end to end, leaving an opening only in the centre 
where the main gate is situated. The whole hostel has been carried out in the Saracenic style with 
sunshades to windows, oraamental parapets and with large domes crowning the superintendents* 
quarters. The buildings as a whole are not very beautiful, but from the point of view of comfort 
ttey are excellent. 

The hostel foundations have been constructed strong enough to carry a second storey, should 
the latter be found necessary. 

Machine workshops, water-supply and electric power installation complete the scheme. 



aunrtTA 

SUPtBlKTCNSm GOmsaiEKI INDIA 

8, EASTINGS STBEET 




